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INTRODUCTION 

The importance of tlie correct use of concrete as a buOd- 
ing material can scarcely be sufficiently empbaaized, no 
matter into wbat particular type of structure tbe material 
enters. The cost of good concrete, in labor and materials, 
is practically no more than that of poor concrete. It is a 
fact, however, that a great amount of unsuccessful work 
in concrete results from the non-observance of Mn^le 
fundamental rules. In the preparation of this manual on 
farm concrete, the writer has endeavored to treat this 
particular phase of tbe subject in a ^mple, ntm-technical, 
and at tbe same time, a reasonably comprehensive manner, 
so that a study of it will lead to a clear understanding of 
actual requirements for successful work. 

A wealth of material relating to the agricultural uses of 
concrete has been evolved from various sources, but in the 
main it exists only in scattered and incoherent form, 
making its effidoit use difficult In this volume there is 
collected and corrdated into concise and easily available 
form the essential principles and requirements imderlying 
the successful use, for farm purposes, of this wonderfully 
flexible material, and special emphasis is laid upon the 
correct and efficient applicatioD of these principles to 
various types of farm structures. It is believed that by 
following conscientiously the practical requirements as out- 
lined in this text, the most inexperienced layman will be 
enabled to produce concrete of such a quality that it will 
permanently endure. 

V 
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in INTRODncnON 

While the treatment of tlie subject is purposely essen- 
tially practical in order that the most advantageous use of 
it may be made by the fanner and the student of agricul- 
ture, it is beheved that many concrete contractors, particu- 
larly those whose work carries them into agricultural 
communities, will find something of value herein. It is 
unfortunately true that many contractors who make con- 
crete thdr main business are woefully ignorant of the 
first principles of good construction. 

The various phases of the subject are arranged in their 
natural sequence, beginning with a discussion of the 
materials from which concrete is made, and following with 
a description of its most important properties. The essen- 
tial processes In making concrete are next considered, and 
finally, detailed directions are given for specific types of 
construction. 

It is the writer's pleasure at this time to express his 
appreciation of the courtesy accorded him by the Universal 
and the Atlas Portland Cement Companies in permitting 
the use of materia] contained in their many admirable 
bulletins; some of this material has been modified and 
abstracted, so that it is difficult to give exact credit for it; 
permission for this, however, was given. The Portland 
Cement Association has been extremely courteous in offering 
suggestions and criticisms, and special thanks are due to 
Messrs. A. J. R. Curtis, R. D. Brewer, and H. Colin Camp- 
bell, of this association. 

The following illustrations and drawings were gotten 
entirely or in part from the Portland Cement Association : 
3, 7, 31, 22, 23, 29, 31, 32, 35, 36, 37, 39, 45. 49, 5°. 62, 72, 
80, 82, 83, 85. Figures 60 and 61 were adapted from the 
Atlas booklets. Other figures are credited as follows: 
II, Chain Belt Co.; 38, Ross Studding Socket Co.; 53, 
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INTRODUCTION vii 

D. & A. Post Mold Co.; 47, 69, W. E. Dunn Mfg. Co.; 
76, ElgiD Silo Co. ; frontispiece, 8, Folk-Genung-Polk Co. 

The writer wishes also to acknowledge his indebtedness 
to his wife, Alma Heuman Ekblaw, for the assistance she 
has given in the preparation of the manuscript and in the 
work incidental to publication. 

Though care has been taken to eliminate errors as far as 
possible, they will probably occur, and any corrections, as 
well as criticisms or suggesdons, will be gladly received. 
K. J. T. EEBLAW. 
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CHAPTER I 

CEMENT 

History. — The broadest development of the cement 
industry, though it is thousands of years old, has occurred 
almost \rithin the last century. It is known that the Egyp< 
tians 4000 years ago possessed the knowledge of making a 
cement which had the property of hardening in the pres- 
ence of water. The ruins of ancient Babylon and Nineveh 
show definite traces of the use of some cementitious mate- 
rial which was employed in bonding together the huge 
blocks of their masonry structures. It is said that the 
Aztecs and Toltecs, the prehistoric peoples of America, 
employed a cement mortar so effective and durable that 
masonry joints are projecting where the adjacent stones 
have been worn away by thousands of years of weatherir^ 
acdon. The Romans, in the coostrucdon of their sewers, 
aqueducts, buildings, and roads, employed hydrauUc 
cements of such good quality that specimens possessing 
great strei^th and toi^hness are to be found to-day. 
One of the lai^est and best examples of ancient concrete 
construction which is extant is the dome of the Pantheon, 
erected at the begirming of the Christian era ; this magnifi- 
cent structure has withstood the test of nineteen centuries 
of destructive elements and does not exhibit a single aack. 

Thou^ the use of hydraulic cements was apparently 
so wide in earlior times, during the Middle Ages it fell, for 
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scnne reason, into disrepute; the builders of this time 
seemed to prefer lime and silt mortars of no durability or 
permanence. Many of the beautiful European cathedrals 
were begun at this time and the ineflSciency of this type of 
mortar is seen in the frequency of the repairs which were 
necessitated in these structures. Later there came in 
Italy and in Germany a half-hearted revival of the use of 
hydraulic cements. The Italians made use of volcanic 
slag in the preparation of a cement known as "puzzolana." 
The Germans made a similar product, giving it the name 
of "trass." Both of these products, though inferior to 
the modem article, were superior to the mortars which had 
been used for several centuries. 

To John Smeaton, an English en^eer, must be given 
the honor of the actual rediscovery of the method of manu- 
facture of hydraulic cements from natural rock. Intrusted 
with the replacement of the famous Eddystone lighthouse 
upon a permanent foundation, his first effort was the deter- 
mination of some material which would bind the foundation 
stones together and resist the disintegrating effect of the 
water. He found in 1756 that argillaceous limestones or 
those containing clays would produce a cement which 
exhibited the property of setting under water, thus redis- 
covering hydraulic cements and securing for himself last- 
ing engineerii^ fame. 

The first manufacturer of hydraulic cement in anything 
like merchantable quantity was Joseph Parker, who in 
1796 established a factory for the manufacture of what 
he called Roman cement, from concretionary or geodic 
nodules containing limestone and clay. A similar product 
was produced at Boulogne from practically the same 
material in 1803. 

The manufacture of natural cements in the United States 
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was begun by Canvass White, who, in 1818, established a 
factory near Fayetteville, New York. The use of cement 
was quite limited for many years, only 300,000 barrels 
being manufactured between 1818 and 1830, but recon- 
struction following the Gvil War brought about a de- 
muid which resulted in a rapid increase in production. 
The climax in the natural cement industry was reached in 
1899 when nearly 10,000,000 barrels were produced. 
Since then, due to the perfection of better methods for 
manufacturing artificial cement, the production of natural 
cements has been on a constant decline until now only a 
small percentage of all the cement used in the United 
States is natural cement. 

Artificial cement was invented by an Ei^lishman, 
Joseph Aspdin, in 1824, and the next year the first plant 
for the manufacture of this cement was established by 
him. He called his product "Portland Cement," from its 
close resemblance when hardened to the stone from the 
famous Portland quarries. For many years En^and led 
in the manufacture oi Portland cement but was displaced 
by Germany and later by the United States, which has 
surpassed all other countries as a manufacturer and user 
of Portland cement. 

The manufacture of artificial Portland cement was 
initiated in the United States by David O. Saylor of Coplay, 
Pennsylvania, in 1875. Though the development was 
slow at first on account of high production cost, it has been 
extremely rapid in the last twenty years, until at the present 
time the total annual production of the hundreds of cement 
factories in the United States approximates 90,000,000 
barrels. 

Cements. — Thoi^ there are many different kinds of 
cements used for many different purposes, in this dis- 
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4 FARM CONCRETE 

cussioQ we shall have to do only with hydraulic cements ; 
consequently, it will be understood that when the tenn 
"cement" is used hereafter, hydrauhc cement is referred to. 

Hydraulic cement may be defined according to Reid as a 
pulverized material composed prindpally of silica, aliunina, 
and lime which, when mixed with water, undergoes a 
chemical change forming new compounds that develop 
the property of setting or crystallidng into a solid mass, 
even under water. 

Cements are usually included under the following four 



I. Hydraulic limes. 

a. Natural cements. 

3. Portland cements. 

4. Puzzolana. 

Hydraulic limes are made by roasting aipllaceous or 
siliceous limestones, then slaking by the addition of water 
dther completely or partially with no sensible change in 
volimie. 

Natural cements are manufactured by the calcining and 
subsequent pulverization of a natural argillaceous limestone 
without preliminary mixing and grinding. This type of 
cement was formerly caUed "Rosendale" cement from the 
fact that lai^e quantities of it were manufactured at 
Rosendale, New York. 

Portland cement, or artificial cement, is the artificial 
product made by mixing finely ground aigillaceous and 
calcareous materials in proportions approximating three 
parts of carbonate of lime to one part of silica, alumina, 
and iron oxide, then calcining it and finely pulverizing the 
resulting clinker. The essential components of Portland 
cement are silica, alumina, and lime. In addition to these 
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ingredients there are always found small quantities of iron, 
magnesia, alkalies, sulphuric and carbonic adds, and some 
water. Puzzolana cement, though properly including only 
cement manufactured from volcanic slag, is sometimes 
taken to include slag cement or cemrat manufactured from 
blast furnace slag. 

It is interesting to note the dlfiference in composition 
between natural cements, Portland cements, and puzzolana. 
A comparison of the principal constituents of these three 
cements is herewith given : 
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Natural cement . . . . 
Artificial Portland cement . 


15-13 
39 


a-10 

6 


as-50 
63 
so 



The variation which is noticeable in the constituency 
of the natural cement is due to the fact that the products 
from which the cement is made are taken as they occur in 
nature and an extreme degree of variation is certain to 
result This is an undesirable feature since it is improb- 
able that a natural cement which is uniform both in strength 
and color can be secured at all times from even the same 
factory. The composition of the artificial Portland cement 
is practically constant, and since the constituency can be 
quito definitely controlled the buyer is assured of a con- 
stantly uniform product; in fact, from the large cement 
companies cement can be secured which does not vary to 
any appreciable degree year after year. 

Manufacture. — The manufacture of Portland cement 
in the early days of the industry was carried on in a verti- 
cal, continuous, mixed-feed type of kiln, Fig. 2. These 
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were usually forty-five feet 
in he^ht and sixteen feet in 
diameter, built of masonry 
and lined with fire brick. 
The cement rock and bid, 
which was dther anthracite 
era good quality of bitu- 
minous coal, were spread in 
the kilo in alternate layers, 
about ten pounds of coal 
A bdng required to bum one 
~ hundred pounds of rock. 
3 The temperature of burning 
« varied with the character of 
J the rock, but was usually 
g less than 2500° F. The cal- 
"Z dned lock. was drawn off 
.3 through the vent holes at 
^ the bottom and carried to 

1 the crushing machines and 
Y from there to the grinders. 
^ In the manufacture of arti- 

2 fidal Portland cement, hori- 
'^ zontal rotary kilns are used 

almost exclusively. The ro- 
tary kilns, shown in Fig. 3, 
are long steel cylinders from 
five to eight feet in diameter 
and from 60 to 240 feet in 
length. These cylinders are 
set upon two sets of rollers 
with their axes inclined about 
one foot in twenty to the 
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horizontal. They are rotated by means of gears. The 
mixed rock is introduced at the upper end of the cylinder, 
while the fuel, which is usually powdered coal but sometimes 
gas or oO, is injected at the lower end through a special 
burner. The rotation of the cylinder gradually works 
the material toward the lower end, a fuaon temperature 
of 3600"^ F. or more being maintained in the lower twenty 
or twen^-five feet. The clinker is discharged at the 
lower end in greenish black balls, vuying from one- 
quarter to one inch in diameter. These balls are then 
passed through buhr or ball mills and ground to the finest 
possible degree, since the finer the cement, the greater is 
its cementing quality. One type of Portland cement is 
made by intimately mixing granulated blast furnace slag 
of proper composition with a certain amount of slaked 
lime and then grinding to as fine a powder as possible. The 
composition of this cement can be made to accord almost 
exactly with that of any other Portland cement. 

Storage. — Cement is almost umversally sold by the 
barrel, though occasionally small users will buy a single 
bag or two. In early days it was put up in paper or cloth 
bags and in wooden barrels, but modem deliveries are 
made almost entirely in cloth bags or in bulk. The ma- 
terial is so heavy that it soon bursts the paper bags, thus 
occasioning a h^h loss. The wooden barrels were vari- 
able in size and were extremely heavy to handle so that 
their use was ultimately discontinued. The modem bag 
is made of heavy muslin or light duck and is quite durable 
so that it can be refilled several times if carefully handled. 
Custom has made the ninety-four pound (net) bag stand* 
ard, and four b^s constitute a barrel. 

Since practically every cement manufacturer in the 
United States ships a large portion of his product in cloth 
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b^lS, a considerable outlay of capital is invested in the 
bags tbeanselves. It has been estimated that in the United 
States the bags containing a year's shipment of cement 
are worth in the vicinity of $30,000,000. When cement is 
sold, the price of the sacks is included in the price of the 
cement, but the cement company will repurchase such 
sacks as are in good, sound, serviceable condition when 
delivered to their mill. In order to keep the bags in this 
condition so that they will be accepted by the manufac- 
turer, they should not be allowed to become wet or 
torn. Consider- 
able loss of bags 
results from im- 
■ proper methods 
of ^ppii^them. 
A recommended 
method is to 
pSe the bags in 
bundles of fifty 
with two ropes 
or wires forty 
inches long be- 
neath the [nle 
and a longer rope 
or wire eight 
feet in length 
resting lengthwise across the top of the bags. The bags 
are rolled up around the long wire, the outside wires then 
brou^t around and the ends tied t(^ether, while the loi^ 
wire is brought over the two ends of the bundle thus 
formed and tied securely, as shown in Fig. 4. 

C^nent when in bags should be stored in a house that 
will effectually preserve it from dampness. The floor 
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should be very well siqiported and strongly built, and 
should be raised off the ground to some extent so that damp- 
ness will not creep through it. A circulation of air under 
the floor will insure dryness, llie building should be 
made suffideatly large so that there will be no difficulty 




Fig. 5. — A Store-house for Bagged Cement. 



in getting at any individual bag of cement. The common 
way of piling the cement bags is to lay them in tiers of 
two bags each, each successive pair of bags beit^ laid at 
right angles to the preceding one. It must also be re- 
membered that if no lifting device is to be used the piles 
of bags should not be over six feet high, since it is extremely 
difficult for a laborer to lift a bf^ of cement above his 
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shouldCTS. llie height of the tiers may be increased by 
usmg a small portable platfonn £ve or five and otie-balf 
feet high upon which a second man may stand and recdve 
the bags handed to him by the first man. Another ad- 
vantage of havii^ the piles of bags separated by passages 
is the possibiUty of freer circulation of the air around them. 
The building itself should be made weather-proof and 
the walls, while air-tight, need not be especially strengthened 
because all the wdght of the cement comes vipoa the fioor. 
Fig. 5 gives an idea of the construction of the building. 

When cement is sold ajid ddivered in bulk as it quite 
commonly is to large users, it should be stored in a dry 
building with weather-proof walls. It must be borne in 
min d that the bins should not be too large because the 
cement is extremely heavy material and a large quantity 
might result in the bursting of the walls. The bulk method 
of handling cement is becoming quite popular among dealers 
since bulk cement is usually sold considerably cheaper 
than bagged cement and the dealer himself can bag the 
cement at a low cost. If one is desirous of getting a cer- 
tain brand of cement, he should ascertain that the dealer 
has not put a cement manufacttured by one company, in 
bags bearing another's brand. 

Sampling and Testing. — Sampling and testing of cement 
is usually not. done except on large contracts. There is 
no uniformity of the methods of sampling, some engineers 
testing every fifth barrel, some every tenth, and still others 
test every other barrel delivered. In very important 
work it may be desirable to test every barrel. For small 
jobs such as usually are found on the farm it is generally 
suffident if a standard brand of cement be purchased 
from a reputable dealer, llie large cement companies 
have so standardized thdr product and its manufacture 
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that it is seldom if ever that any cement which could not 
be used for agricultural purposes is produced. 

Properties. — The properties of cement with which we 
are chiefly concerned are those of strength and permanence. 
Other qualities such as color, specific gravity, activity, 
soundness, fineness, and constancy of composition are 
also important, but when we take cement on faith as we 
do when we piurchase and use cement in small quantities, 
we need not pay particular attention to them. 

Natural cement is extremely variable in strength at all 
times. This is due to the indefiniteness of its composition. 
However, the manufacture of natural cement has so de- 
creased that its production at the present time is practi- 
cally negligible and it would require considerable effort in 
most cases to obtain it. The artificial cement is some- 
what variable in strength, depending upon the care used 
in its manufacture. Its strength also varies with its age. 
Concrete three months old may be several times as stroi^ 
as that seven days old. Poorly manufactured cement 
sometimes will deteriorate so that while apparently pos- 
sessing the requisite strength soon after mixing, it will 
lose this gradually and ultimately cause the concrete 
in which it is used to disintegrate. 

The color of cement is usually not important. It is 
chiefly derived from its impurities such as oxides of iron 
or mai^anese rather than its essential ingredients. An 
underbumed cement will usually exhibit a lighter color 
than will one which is well burned. Sabin states that 
gray or greenish gray is indicative of good cement. Specific 
gravity is important in accurate tests as a means of 
detecting adidt»a,tion, because good cement will have 
a specific gravity of about 3.1 and a variation of 0.3 or 
more from this will be a strong indication that some 
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foreign material such as unbumed stone, etc., has been 
added. 

By activity is meant the time required for the initial 
set, or the fiist evidence of crystallization, and the final 
set, wh^ the mass cannot be appreciably distorted without 
rupture. Setting is mainly a chemical process, while 
. hardening is more a physical process. The initial set, ac- 
cording to standard specifications, shall not develop in 
less than 45 minutes, while the final set shall not develop in 
less than one hour nor more than ten hours. 

The property of soundness includes resistance to shrink- 
age and expansion with the residtant cracking. Various 
methods for testing for soundness have been devised and 
an approximate method will be described later. 

It is the aim of all cement manufacturers to grind their 
cement as fine as possible since fineness increases the 
strength. The standard specifications require that 78 
per cent of the cement shall pass a No. 200 sieve, i.e., a 
sieve having 200 meshes to the lineal inch. 

Various methods are used in the determination of the 
strength of cement. It is usuaJly mixed in certain pro- 
portions with what is called standard sand, standard sand 
bdbg a natural silica sand obtained at Ottawa, Illinois, 
screened to pass a No. 20 ^eve and be held on a No. 30. 
Test pieces are made from this mixture either in the form 
of small beams or briquettes and subjected to transverse 
or tension tests. The ch^nical analysis of cement is one 
with which we are not particularly concerned, since it is 
only in exceptional cases that tests for chemical compo- 
sition are made. 
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Concrete is a mixture of hydraulic cement with a 
quantity of inert materials which when mixed with water 
will harden to fonn an artificial stone. In this chapter 
will be discussed the various ingredients constituting con- 
crete with the exception of cement which was discussed 
in the preceding chapter. 

In order that the reader may follow the subsequent 
discussions more closely, it will be well to keep the follow- 
ing distinctions in mind ; 

Paste — a mixture of cement and water. 

Mortar — a mixture of cement, sand, and water. 

Concrete — a mixture of cement, sand, and pebbles, or 
brokwi stone ; or in other words, a mixture of cement, a 
fine aggregate and a coarse aggr^ate. 

Rubble concrete — a concrete using an aggregate of 
exceptionally large particles. 

Aggbegate 
The term "aggregate" is applied to the inert materials 
which are used for the purpose of giving bulk to concrete. 
The a^regate may be of widely different materials such as 
sand, gravel, broken stone, brick, boulders, etc., and may 
be equally widely variable as to ^ze, from the finest particles 
of sand to large boulders of "two-man" size, or even larger 
in qtecial cases. The term "sand" is a very loose one and 



by Google 



14 FARM CONCRETE 

in order that subsequent discuaaons may be simplified, we 
shall make an arbitrary distinction so that under the term 
will be included only the aggregate passing through a 
Steve with meshes one-quarter of an inch square. When 
bank run gravel is so screened the particles held on the 
screen will be given the name "pebbles," while those pass- 
ing through will be designated "sand." If crushed stone 
is used, the particles correi^nding to the sand are called 
"screenings." 

The a^regates most commonly used are pebbles and 
rough stone. A great many attempts to determine which 
is the better of these two have been made, but the general 
consensus of opinion seems to be that for most practical 
purposes one is practically as good as the other. Gravel 
makes an excellent aggregate and in many cases is much 
more easily accessible than broken stone, but in localities 
where gravel is not available the broken stone will of course 
be used. The greater portion of rural concrete construc- 
tion is accomplished using gravel from local sources as 
the aggregate. Large boulders are used in large mass con- 
crete construction such as heavy bridges, abutments, dams, 
and work of simila; nature ; it is seldom that work suf- 
ficiently massive for the employment of this type of ag- 
gregate is undertaken on the farm. However, small 
boulders up to six or dght inches in diameter can be suc- 
cessfully employed in the construction of foundations, care 
bdng taken that the boulders are perfectly clean and that 
when put in place are conqtletely surroimded with a ce- 
ment mortar. 

Pebbles. — The precautions to be used in the selection 
of the type of aggregate will apply in the main with equal 
pertinence to sand or pebbles. Sand is really fine pebbles. 
In q>edfications the statement is usually made that the 
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Removing Gravel from Small Pits. 



Fig. 7. — A Common Appearance of Small Gravel Pits, 
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sand be clean and sharp. Ilie fiist requisite, that of 
cleanness, is extremely important, but it is not absolutely 
necessary that the sand be sharp in order to produce a 
strong durable concrete ; what is more to the point is to 
have it well assorted as to size with only small percentage 
of fine sand. If it is necessary to use fine sand, the pro- 
portion of cement should be increased because fine sand 
used alone does not make as strong concrete as does coarser 
sand ; in fact, nearly double as much cement will be neces- 
sary in order to bring the concrete up to the requisite stand- 
ard strength. From this it is evident that in many cases 
it will be economical to screen the sand and recombine it 
with pebbles in such proportions as to reduce the fine sand 
content. 

Hie chief objection to bank run gravel as ordinarily 
employed is the usual presence of a large amount of im- 
purities; as bank run gravel is ordinarily obtained from 
local gravel banks and pits, it is impossible to prevent this. 
The banks or pits are usually covered with a stratum of soil 
or clay and this must be removed before the underlying 
gravel is av^able. The stripping process is never quite 
complete and as a result the upper layers of gravel are 
bound to contain more or less of the soil or day which 
covered them. After the gravel is removed and a greater 
depth is reached, the gravel will be taken out from banks 
more or less vertical, and a quantity of the impurities from 
above, as illustrated in Fig. 6, will be continually slipping 
down to the bottom, there to be shoveled into the wagons. 
A surprising amount of deleterious material will thus be 
incorporated in ordinary gravel, the percentage sometimes 
running as high as twenty or twenty-five per cent. 

When the impurities are of an organic natiu:e such as 
v^etable loam, it has generally been found that the mortar 
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or concrete is to a greater or less degree prevented from 
hardening and attaining its majdmum strength. If the 
fine material is of ordinary argillaceous or silidous com- 
position the bad effect is not so pronounced and is more 
mechanical in character, some engineers even going so far 
as to recommend the use of two or three per cent of day in 
concrete, as giving it greater density without materially 
reducing its strength if at all. This point, however, is a 
debatable one, and we can err only on the side of safety if 
we make assurance that the aggregate is perfectly dean. 

If the gravel contains an undue amount of impurities 
it can be easily detected by picking up a handful of the 
material and rubbing it between the palms of the hands, 
letting it dnbble slowly away. The fingers and hands 
may be discolored and made to fed soapy or slippery. If 
such a condition exists, the material should be looked upon 
with suspidon for it probably contains suffident impurities 
to prevent the successful manufacture of concrete from it. 

The percentage of impurities can be determined with a 
fair degree of accuracy by the use of a graduated glass or 
cylinder of too cubic centimeter capadty. This should 
be filled half full of the material and shaken down well 
until it is thoroughly compacted. The interstices should 
be filled with water, the vessd shaken and refilled with 
a^regate. This procedure should be followed imtil the 
volume of the gravel and water is loo ex. Upon allowing 
the mixture to settle a distinct division line between the 
dirt and the dean sand and gravel will be formed which 
will indicate the amoimt of impurities. Material con- 
taining over 2 or 3 per cent of impurities should be 
washed. The washing of gravd may be accomplished by 
piling up small quantities of it as it is used and letting 
water from a hose run through it until the water runs clean. 
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Equally impoitant with the necessity of usii^ clean 
^gregate is that of having an a^regate with the correct 
variation in size of its particles. The old idea that strength 
and durabihty depend largely upon the cement is a mis- 
taken one. Proper proportioning is necessary and the 
man who understands his aggregates will mi^ them in the 
proper proportions which have been shown to be the best 
by tests or actual experience, and is the one who will have the 
best results. 

Ordinary bank run gravel generally contains a much 
greater quantity of fine aggregate than is desirable for 
good concrete work. Tlie best aggregate contains just a 




Fig. 8. — Variation in Size of Aggreg&te Means Less Cement. 

sufficient number of smaller particles to fill the interstices 
between the largest ones, just enough still smaller to £11 
the voids still ezistiag, and so on down until the finest par- 
ticles are used. In this way a minimum amount of cement 
is used and since cement is the expensive part of concrete, 
it is an economical procedure to employ an aggregate with 
the proportions of the different sized particles as nearly 
ideal as possible. This is illustrated in Fig. S. 

There are certain principles relating to volumes of dif- 
ferent materials and to their voids which may be of interest. 

"i. If a mass of equal spheres aie symmetrically piled, theo- 
retically' in the most compact manner, it can be shown mathematically 
that whatever the dze of the spheres, the voids will be about 36 per 
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cent, though in practical experience, it is difficult to get below 45 
per cent voids. 

a. In any aggregate the largest percentage of voids will occur 
with grains of uniform size and the smallest percentage of voids with 
a mixture of sizes so graduated that the voids of each size are filled 
with the largest particles that will enter them. 

3. An aggregate coasting of a mixture of coarse particles and 
sand will contam a smaller percentage of voids than will sand alone. 

4. An aggregate with rounded grains such as gravel contains a._ 
smaller percentage of voids than one with sharp grains such as broken 
stone, even though the particles in both may have passed through 
and been caught by the same screens. 

5. The bulk of dry sand is increased by the addition of small 
amounts of water, the increase in volume being from five to eight 
per cent." * 

In connection with these principles it will be seen that 
the ideal procedure is to separate the gravel into grades 
containing various sizes and then recombine these grades 
into such proportions as would be in accord with the prin- 
ciples above enumerated. While this may not be entirely 
practical still it may be followed to the extent of screen- 
ing out the sand, and then adding sufficient sand to fill the 
voids that have been shown by tests to exist in the coarse 
aggregate. This is not expensive and it will be found to 
repay many fold in the production of better concrete, con- 
sidering the time and labor required. 

In practical work both of the exceedingly important 
preceding precautions are seldom taken; so many local 
concrete contractors with little or no knowledge of the 
fimdamental prindples underlyii^ concrete construction 
simply assmne that all that is necessary is to mix the ma- 
terials and then put them in place. It is probably due to 
the non-observance of the foregoing principles that much 

• Tajdor and Thompson, "Plain and Rrinforced Concrete." 
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concrete construction fails, the blame being laid upon the 
concrete itself as being of poor structural material, when 
in all fairness the entire blame should be laid upon the 
manufacturers of the concrete for their ^orance and cttte- 
lessness in allowii^ such poor workmanship. 

Broken Stone. — Broken stone is considered by some 
engineers superior to gravel for concrete. Its chief advan- 
'tage Ues in the fact that the surfaces of the angular frag- 
ments are not so smooth, thus assisting the formation of 
the bond between the cement and the stone. Most tests, 
however, seem to indicate that this quality is of no special 
advantage and it has usually been found that aggregates 
of rounded shape give better results than angular crushed 
quartz. Some investigators have found that the maxi- 
mum strei^ith is obtained by the use of a mixture of gravel 
and broken stone. 

Most dealers handle broken stone of several sizes, such 
as screenings, i", f ", ij", etc., these figures representii^ 
the size of opening through which the stone particles have 
been passed. In consequence the stone is fairly uniform 
in size and as such is not the most desirable for concrete 
work. If broken stone must be used, it is well to buy a 
quantity of each of the several sizes and recombine them 
in such proportions as will reduce the voids. 

For good concrete it is essential, of course, that the 
aggregate be hard and tough of itself. The following 
rocks are employed in the production of broken stone and 
th^ are listed with the hardest rock first : 

1. Granite 5. Limestone 

2. Trap 6. Slag 

3. Gravel 7., Sandstone 

4. Marble 
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A hard limestone is perhaps the commoiiest of the 
crushed stones. TTie particles of rocks should be free from 
dust and dirt and should not be used when even partly 
covered with clay because thereby the cement is prevented 
from obtaining a finn joint with the surface of the stone. 

Miscellaneous Aggregate. — A number of other materials 
are used as concrete aggregate under special conditions, 
such as broken brick, cinders, etc. 

Cinders are used to a considerable extent in the con- 
struction of concrete roofs and floors on account of thdr 
light weight. Cinder concrete weig^ only about two- 
thirds as much as concrete manufactured from gravel or 
broken stone. Hie strength, however, is proportionately 
less and care must be exercised in its use. Only dean 
hard-burned dnders should be used because any others 
are likely to be subject to disint^ration and are prac- 
tically valueless for concrete work. 

Water. — It is to be expected that every manufacturer 
of concrete understands the necessity of u^ng clean water 
for mixing his concrete, but sometimes while the wat^ 
is apparently pure, there are impurities in it that may 
ultimately cause the failure of the concrete. It has been 
found that certain alkalies have a deleterious effect upon 
concrete and no doubt strong adds will also affect it so that 
precautions should be taken to avoid the use of water con- 
taining dther of these. More will be said later in regard 
to the action of alkalies. 

In the construction of small dams, bridge abutments, 
etc., by those who have not had considerable experience in 
"concrete construction, it very often happens that the 
water for tempering the concrete is taken from the stream 
itself with a result that a considerable quantity of sediment 
is stirred up at the bottom of the stream and put into the 
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concrete. Numerous failures of concrete bridge abut- 
ments have occurred from this very cause. 

Proportioning 
In proportioning to obtain the best concrete, it is gener- 
ally recognized that the maximum strength will accompany 
maximimi density ; or in other words, that the percentage 
of voids should be small as possible. It is evident that 
only approximately perfect concrete can be secured, even 
under the best conditions, because of practical considera- 
tions. Fuller ' states : 

"Perfect spheres of equal size piled in the most compact maimer 
theoretically possible leave but a6 per cent voids. If the spaces in 
such a pile of equal-sized perfect spheres were Med with other per- 
fect spheres of diameter just sufficient to touch the larger spheres, it 
would take spheres having relative diameters of 0.414 and 0.323 of 
the lai^er spheres, and the voids in the total included mass would 
be reduced to 30 per cent. Using in this same manner smaller and 
smaller perfect spheres, it is conceivable that the voids could be re- 
duced to so low a per cent of the total mass and to a size so small as 
to be only in a cj^iilary form, and thus prevent the pass^e of water. 
This is assuming that every particle is placed exactly in its assigned 
place, but it is inconceivable that such an arrangement should take 
place under practical conditions, and in fact numerous trials by the 
writer with large masses of equal-sized marbles have demonstrated 
that they cannot be poured 01 tamped into a vessel so as to give less 
then 44 pel cent voids. 

"If equal quantities of spheres of, say, three sizes are mixed to- 
gether, the per cent of voids in the total mass immediately increases, 
becoming about 65 per cent, due probably to the smallest spheres 
gettii^ between and forcing ^art the largest. If, however, the 
containing vessel is continually shaken and the spheres stirred around, 
the smallest spheres will gradually all gravitate to the bottom and 
the largest to the top and the amount of voids in the total mass will 
again approach 44 per cent. If a large number of different sized 
I Taylor and Thompson, " Plun and Reinforced Concrete." 
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sphcKS are used, employing an incieasingly large number of the 
smaller sizes so that each larger size may be said to be wholly sur- 
rounded by the next smaller ^ze, the voids remain the same, no 
matter what the shaking, and will in some cases reach aa low as aj 

"With ordinary stones and sands the same law holds as with perfect 
spheres except that they do not compact as closely, and the per- 
centage of voids under comparable conditions is larger, varying 
with the degree of roughness and other features of the stones and 
sands used for the experiments." 

The proportions of materials entering into the maau- 
f acture of concrete will depend to a great extent upon the 
nature of the work. When strength is the prime require- 
ment and must be obtained at a sacrifice of cost, a very 
rich mixture should be used. On the other hand, when 
strength is only a minor requisite and the concrete is 
placed so that full advanta^ is taken of its compressive 
strength, a weak mixture can be used for the sake of econ- 
omy. From tests of strength it is known that the strong- 
est concrete can be obtained if the quantity of mortar is 
just sufficient to fill the voids in the aggregate. If the 
mortar is not sufficient in quantity, the strength of the 
concrete will be materially diminished and unless the 
mortar possesses great strength in itself, a similar impair- 
ment of strength will result if an excess of mortar is used. 

In view of these considerations, concrete should be con- 
^dered not a mixture of cement, sand, and stone, but as 
an aggregate with a mortar filling the m^ office of birtder. 
The important points in proportioning concrete are the 
strer^th of the mortar itself, the amount of voids in the 
aggregate, and the percentage of voids that is occupied by 
the mortar. 

In many popular discussions of concrete, certain pro- 
portions of materials are given for different classes of work. 
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These so-called standard proportions have as a basis more 
accurate determinations and are in themselves merely an 
approximation of correct proportions. Their chief value 
lies in the fact that they serve as a simple guide to an 
inexperienced user of concrete. These proportions as 
given in Taylor and Thompson's "Concrete, Plain and 
Reinforced" are as follows : 

"(a) A Rich Mixture — for columns and other structural parts 
subject to high stresses or requiring ezceptioual water-tightness: 
FiopoTtions T : ij : 3 [that is, one barrel (4 bags) packed Portland 
cement to i^ barrels (5.7 cubic feet) loose sand to 3 barrels (11.4 
cubic feet) loose gravel or broken stone]. 

"{b) A Standard Mixture — for reinforced floois, beams, and 
cc^umns, for arches, for reinforced ''"g'"'' or machine foundations 
subject to vibrations, for tanks, sewers, conduits, and other water- 
tight work : Proportions 1:2:4 [that is, one barrel (4 bags) packed 
Portland cement to 2 barrels (7.6 cubic feet) loose sand to 4 barrels 
(15. a cubic feet) loose gravel or broken atone]. 

"(c) A Medium Mixture — for ordinary machine foundations, 
[etaiiiing walls, abutments, piers, thin foundation walls, building 
walls, ordinary floors, sidewalks, and sewers with heavy walls: 
Proportions i : 2J : 5 [that is, one barrel (4 bags) packed Portland 
cement to 2} barrels (9.5 cubic feet] loose sand to 5 barrels (19 cubic 
feet) loose gravel or broken stone]. 

"((0 A Lean Mixture — for unimportant work in masses, for 
heavy walls, for large foundations supporting a stationary load, and 
for backing for stone masonry : Proportions 1:3:6 [that is, one 
barrel (4 bags) packed Portland cement to 3 baneb (114 cubic feet) 
loose sand to 6 barrels (22.8 cubic feet) loose gravel or broken 
stone]," 

As noted, the proportions are stated in three parts ; for 
instance, a i : 3 : 4 mixture means that one part of cement, 
two parts of sand, and four parts of loose gravel or broken 
stone constitute the mixture. It is common practice to 
express conaete proportions with the quantity of cement 
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as unity and the quantities of other materials as aliquots 
or multiples of this. 

Actual proportioning is highly desirable, because it is 
only by mixing concrete in as nearly correct theoretical 
proportions as pos^ble that we can obtain at the same 
time maxonum strei^th and economy. A rough method 
of proporlionii^ is as follows : 

A vessel of known content is filled with the aggregate ; 
water is then poured in until the joints are filled. The 
amount of water that is required to fill the joints should 
be an indication of the quantity of the voids. 

Ttus method in practice is of no great value imless it 
is carefully done and unless certain precautions are not 
lost ^ght of. The aggregate, if dry, will absorb a consider- 
able quantity of moisture. It has been found that one 
cubic foot of dry sand will gain about lo per cent in volimie 
when dampened. When loose, dry, Portland cement is 
dampened it shrinks about 15 per cent in volume, 
acting differently from sand ; thus it is seen that it is 
difficult to make anything more than an approximate de- 
terminarion of the voids in this way. However, it is 
entirely possible that even though the results be inaccurate, 
the proportions thus obtained are more nearly correct 
than those resulting from mere guess-work, and in most 
cases the small amount of effort required for the perform- 
ance of the test will be sufficiently repaid. A simple and 
practical apparatus ' for measuring voids in aggregate is 
shown in Fig. 8a. While the voidmeter shown is de- 
signed primarily for laboratory use, the idea can be ap- 
plied wherever there is need for it. The apparatus con- 
sists of a section of 8" cast iron pipe, with a cap at one end, 

' This apparatus was built for Professor F. M. White, of the Umveraty 
lin, who kindly furnished the aawnqMuying illustration. 
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and fitted with a gauge glass and gauge, graduated to 
read in hundredths of a cubic foot. For convenience it 
is fitted with trunnions and mounted on a rolling carriage, 
so that it can be easUy moved about and emptied when 
desired. In using the voidmeter, a quantity of water is 
poured into the container and the gauge reading taken; 
then a cubic foot of aggregate is added, and the rise of the 
water in the glass noted. The difference between the two 
readings subtracted from one cubic foot gives the amount 
of voids in the aggregate, and coinddently, since the scale 
is graduated in hundredths, the per cent of voids. 

Of course, in large structural contracts where an im- 
mense amount of concrete is used, exceedingly careful 
volumetric analyses of both sand and gravel are made, but 
such a procedure is impracticable on small jobs. The 
accompanying tables will be of assistance in a quick deter- 
mination of the amount of materials needed. 
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Stone and gravel = 45% voids (average), i sack cement = 1 cu. 
ft. 4 sacks =1 bbl. Based on Tables in "Concrete, Plain and 
Reinforced," by Taylor and Thompson. 

Example: 

To find the quantities of materials to build a concrete 
feeding floor 30 feet long and 27 feet wide, the floor to be 
5 inches thick and the concrete composed throughout of 
a mixture of i part Portland cement, 2 parts clean, coarse 
sand, all of which will pass a -J-inch mesh screen, and 3 
parts of clean, hard, screened gravel or crushed stone. 
First, find the number of cubic yards of concrete io the 
floor ; 30 feet by 27 feet by A foot equals 337.5 cubic 
feet ; divided by 27, the munber of cubic feet in a cubic 
yard, gives 12.5 cubic yards. From the table it is found 
that using the proportions 1:2:3, the following quantities 
of materials are required for a cubic yard of concrete: 
1.74 barrels of cement, 0.52 cubic yard of sand, 0.77 
cubic yard, of gravel or stone; multiplying these unit 
quantities by 12.5, the number of cubic yards in the floor. 
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we find that the materials required for the construction of 
this feeding floor are approximately 21.75 barrels of cement, 
6.5 cubic yards of sand, 9.75 cubic yards of stone or gravel. 

A simple rule for the determination of the quantities of 
materials in a cubic yard of concrete is one devised by 
Fuller and is taken from Taylor and TTiompson's " Concrete, 
Plain and Reinforced," 

" Let c — number of puts of cement; 
s " number of parts of sand ; 
g ■* number of parts of gravel or broken stone. 



quired for one cubic yard of concrete. 

PX^X— number of cubic yards of sand required tor 
one cubic yard of concrete. 

PXgX = number of cubic yards of stone or gravel re- 
quired for one cubic yard of concrete." 

The following table is made up from Fuller's rule and 
represents fair averages of all classes of material. The 
first figure in each proportion represents the unit, or one 
barrel (4 bags) of packed Portland cement (weighing 376 
pounds), the second figure, the number of barrels loose sand 
{3.8 cubic feet each) per barrel of cement, and the third 
figure, the number of barrels loose gravel or stone (of 3.8 
cubic feet each) per barrel of cement : 

Materials fok One Cubic Vakd ov Concrete 
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If the coarse material is broken stone screened to uniform 
size it will, as is stated above, contain less solid matter in 
a given volume than an average stone, and about 5 per 
cent must be added to the quantities of all the materials. 
If the coarse material contains a large variety of sizes so 
as to be qmte dense, about 5 per cent may be deducted 
from all of the quantities. 

Example: What materials will be required for six 
machine foundations, each 5 feet square at the bottom, 4 
feet square at the top, and 8 feet high? 

Answer: Each pier contains 163 cubic feet, and the six 

piers therefore contain ^ = 36.2 cubic yards. If 

27 

we select proportions i : 2^ : 5, we find, multiplying the 
total volume by the quantities given in the table, that 
there will be required, in round numbers, 47 barrels packed 
cement, 15^ cubic yards loose sand, 33 cubic yards loose 
gravel. 

As will be noted, this rule is made to apply primarily 
in the use of 3-part mixtures of cement, sand, and concrete. 
When cement and bank run gravel are used, the rule is not 
so successful nor accurate in its application. A rule known 
as the mortar rule is sometimes employed in the de- 
termination of the amount of materials in a mortar mix- 
ture. This rule expressed as a formula is as follows : 

I^et c = number rf parts of cement; 
s = number of parts of sand; 
m = number of parts of mortar. 

Then m = (c + s)a.-j. 

Mixing 
The importance of thoroughly and carefully mixing the 
ingredients employed in the manufacture of concrete can- 
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not be overestimated. An essential factor of successful 
concrete construction is the coating of every grain of sand 
with a film of neat cement and of every piece of coarse ag- 
gregate with mortar. There is a tendency to slight this part 
of the concrete work, but success can never be achieved 
thereby. The conscientious and understanding worker 
will never be guilty of carelessly miring concrete. 

Either hand mixing or machine mixing may be em- 
ployed. Opinions vary as to the comparative merits of 
the two systems, but there is no doubt but what machine 
mixing is considerably the cheaper of the two and conse- 
queatiy in large contracts is mainly employed. In work 
of inconsiderable extent, hand mixing is probably the more 
advisable since cheap labor can be employed. 

Band Mixing. — The tools required in miring conaete 
by hand are a mixing board and shovels with the addition 



Fio, g. — Mudng Board. 

of wheelbarrows if the material has to be transported any 
considerable distance. The platform for a small gang in 
which only two men will be employed at mixing at the 
same time, should be 8 feet wide and 10 or 12 feet long. 
A simple one is made by nailing matched flooring 8 feet 
long upon flat 2-inch planks of the required length. A 
shallow rim of i X 4 stuff may be added if desired. The 
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board should be 14 or i6 feet long if the number of men 
available for mixing is greater. Probably the best shoveb 
are the ordinary square point, D-handled shovels. In 
addition to these implements, a couple of measuring boxes 
are decidedly advantageous 
in securing correct propor- 
tions. A convenient size box 
is made from 13-inch boards ; 
the box being made i foot 
wide and 3 feet long, the sides 
Fio. io.-Measurii.8Box. e^tendrng past the ends of 
the box and shaped to form handles. No bottom is put in. 
Figs. 9 and 10 illustrate the construction of the mixing 
board and the meastuing box. 

In proceeding with the mixing, assmning that a 1:2:4 
mixture is to be used, the measuring box is set upon the 
mixing board and fMed with sand. The box is then lifted 
up, leaving the sand in a clean pile. Upon this is spread 
one bag (i cu. ft.) of cement, which is mixed dry, with the 
sand, until the resulting product is absolutely uniform in 
color. After the ingredients have been thoroughly mixed 
dry, water is added and the whole mixture is turned over 
several times again. The coarse aggregate is now measured 
out by the use of the measuring box, filling it twice, and 
is thoroughly mixed with the mortar. After the correct 
amount of water to produce the required consistency has 
once been obtained, this amount of water may be added 
all at one time when the dry mixture of sand and cement is 
wetted. 

The degree of consistency or wetness which should be 
used is governed to some extent by the nature of the 
work. Dry mixtures are necessary for rapidity of molding 
in the case when expensive molds must be used a number 
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of times. This, however, is done at a sacrifice of strength 
because up to a certain degree the wetter the mixture, the 
stronger and denser will be the resulting concrete. If the 
diy mixture must be used, much ramming is necessaiy, 
and this at times is difficult to do. It is expensive and 
on account of confined spaces is sometimes impossible. 

An arbitrary classification of different degrees of con- 
sistoicies may be made as follows : 

1. Dry. — In this case just enou^ water is used to 
dampen thoroughly every particle of the mixture. A 
commoa criterion is its similarity in texture to ordinary 
damp soil ; a quantity of it compressed in the band will 
usually form a compact mass. 

2. Medium. — A medium degree of consistency is one 
in which there will be a tendency toward a dight flow when 
the mixture is piled up. The gentle compression of a 
quantity of it will force out moisture. 

3. Wet. — Wet concrete is similar in consistency to 
plaster that is ready to be applied or even more slushy. 
It is so wet that it will not hold its shape when piled, and 
can be poured from a shovel or bucket. 

Wet concrete must be kept in the forms longer than 
the other mixtiu^s on account of the greater length of 
time required for hardening, but in many cases this b 
fully repaid by the labor saved in ramming or tampii^ and 
by the greater strength developed. In foundation work 
and the like it is quite successful. 

Machine Mixing. — The use of machinery on small 
jobs has come only recently. There are small mixers on 
the maiket now which can be obtained at a cost so low that 
any fanner who has considerable concrete work to do can 
not afford to be without one ; in fact, the ingenious man 
can easily construct a very efiident one himself to be 
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operated either by hand or small power. The chief ad- 
vantage of the machine mixer is the saving in the actual 
labor of the mixing. 

Machine mixers are of two classes: i. Continuous 
mixers into which materials are fed constantly and from 
which the concrete is discharged in a steady stream. 2. 
Batch mixers, designed to receive at one charge all the 
materials in the proper quantities to make a certain quan- 
tity of concrete. 

The selection of the mixer is often governed by local 
conditions; for instance, where labor is insufficient and 
where comparatively small quantities of concrete must 
be made at long intervals, the continuous mixers may prove 
most efficient. In general, however, the batch mixer on 
small jobs is the most advisable because the homogeneity 
of the product can be more definitely assured since the 
amount of materials can be accurately gauged and the time 
of mixing can be m^ade as long as desired. 

Placing 

Of the four essential processes included in the manu- 
facture of concrete, viz., selection of material, propor- 
tioning, mixing, and placing, the last is by no means the 
least important. There is no doubt but that the ignorant, 
inej^rienced person can ruin even a very simple piece of 
concrete work by the non-observance of the few simple 
underlying principles concerning the proper placing of 
concrete. 

It must be borne in mind that concrete, after mixing, 
undergoes a chemical transformation as well as a physical 
one. The chemical changes are known as "setting." In 
this setting there is formed a considerable amount of cal- 
cium' hydroxide which exists in a crystalline form in the 
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set cement. The formation of this crystalline substance 
usually begins within 45 minutes after application of 
water to the concrete materials and may not be completed 
even after the expiration of several hours. It is evident 
that if during this time the concrete is jarred or disturbed 
in any way the crystals that have already been formed will 
be broken apart and it is doubtful if they will later recombine 
with anything like their original density and strength. 
From this it is seen that concrete should be placed in its 
ultimate location within 45 minutes, and if the maximum 
strength of the concrete is to be attained it should not be 
disturbed for at least ten hours ; indeed it should not be 
disturbed for a considerable time longer than this because 
in all probability the crystallization continues in a less 
degree for some time, and it is well known that concrete 
continually increases in strength with age, providing it is 
not subjected to heavy jars or strains. 

The first and foremost precaution then to be observed 
in the placing of concrete is to complete it if possible within 
45 minutes from the time of the application of the 
water. This may be inconvenient at times and even under 
certain circumstances impossible, but it constitutes a mle 
for guidance which will insure to a certain degree success- 
ful concrete. 

The tools which will be used in the placing of concrete 
will depend to a very great extent upon the nature of the 
work undertaken. For work in which the mixing is done 
adjacent to the place where the concrete is to be located, 
shoveling is perhaps as expeditious a manner as can be 
devised. Care must be taken, however, that the concrete 
is not thrown with any great force or to any considerable 
distance, because the larger particles when handled in this 
way have a tendency to become separated from the smaller 
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ones and a lum-homogeaeous mixture is likely to result. 
When the mixing is done at some distance from the location 
of the concrete work, one of three methods of transpor- 
tation is commonly employed. 

1. By means of buckits either carried by hand or by 
mechanical conveyors. 

2. By means of whedbiOTOws. 

3. Elevating the concrete to the top of a tower and 
distrihUing it therefrom by means of flexible chutes. 

On comparatively small jobs the wheelbarrow method 
is perhaps the most adequate one and is probably the 
most economical, though for special work, buckets may be 
found to be necessary as in the case of monolithic silo con- 
struction. The elevation and chuting of concrete is a 
method that is followed only in large construction work 
and usually is not practicable nor advisable in common 
concrete work. 

There are three distinct methods of getting the concrete 
firmly placed in the forms so as to insure good results. 
These are brought about by the three arbitrary degrees 
of consistency which were mentioned previously, 

1. Pressing or tamping. — This is done when a dry 
mixture is used to produce such non-rdnforced products 
as blocks, brick, or ornamental work ; in fact, it must be 
used wherever the consistency of the mixture is such that 
it will not of itself fill the comers of the forms. It is neces- 
sary that the tamping be done very thoroughly, otherwise 
many air bubbles will be retained in the concrete and 
a dense hard concrete cajmot be formed. Unevenness of 
surface texture will also occur unless the tamping is regular 
and uniform. 

2. Agitation. — In cement products requiring reinforce- 
ment, such as pipe, poles, slabs, etc., neither tamping nor 
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pressure mil be advisable. A comparatively wet inixtuie 
must be employed in order that a firm bond be made be- 
tween the concrete and the steel. Tamping a wet mixture 
wUl do considerable harm, for the larger particles will be 
forced to the bottom and the upper layers of the conaete 
win be unduly rich. Be^des this, the reinforcement, which 
must be very carefully and accurately located, is likely to 
be displaced, which is a very serious occurr^ce indeed; 
consequently, in the manufactiure of products requiring 
rdnforcement, a wet or quaky mixture of concrete is forced 
into the comers of the mold and around or through the 
reinforcement by carefully but vigorously stirring the 
mixture and jarring the mold. This should not be done 
so strenuously as to cause a displacement of the reinforcing ; 
a firm but gentle agitation will achieve better results than 
one too vigorous. 

3, Sdf-deposUion. — Reinforced concrete structures, in- 
cluding silos and all sorts of buildings, involve work on a 
scale which necessitates extra effort to save time and 
labor ; therefore, a very wet mixture which can be easily 
poured is employed. The reinforcement has previously 
been located and the concrete, when poured into the forms 
will, on accoimt of its fluidity, flow into all the corners, 
cracks, and crevices within the mold and around the rein- 
forcing, thus rendering further tamping or Station un- 
necessary. The only thing that should be done is to force 
back from the face of the forms the large pieces of aggre- 
gate in order that they may not occupy suriace positions 
when the forms arc removed. 

A little ordinary carc and intelligence at the time the 
concrete is being put in place will often assure a successful 
outcome of the work. Ilie mixing and placing should be 
carried on rapidly and continually so that one deposition 
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of concrete will not have hardened before the next {^pli- 
cation has been put in. This can usually be easily ac- 
complished if the concrete is mixed in gmn)! batches and 
handled expeditiously. 

Sometimes it is important to carry on a section of con- 
crete work continuously to completion. Unless special 
precautions are taken later upon continuants of the voik, 
lines of separation or cleavage between adjacent deposi- 
tions of concrete are likely to be formed. However, if 
before beginning concreting anew the following precautions 
are observed, good joints can be secured : the surface at 
the joint should be cleaned and washed with a new cement 
paste of the consistency of cream ; this should be fol- 
. lowed immediately with a layer of concrete and then the 
depositing can be continued as before. 

It is sometimes necessary to apply concrete to make a 
firm j(Hnt with some that has been placed a long time 
before. In this case the procedure is a little more difficult, 
but in principle is the same as that above outlined. The 
surface of the joints should be thoroughly cleaned with 
water, then gone over with dilute hydrochloric add and 
wire brush and then again thoroughly flushed with watCT 
to remove every trace of the add. The add will have de- 
stroyed all trace of impurities on the surface of the concrete 
and a raw, fresh surface is exposed to which the new con- 
crete ^ould adhere as firmly as to new stone or gravel. 

Making Conceete in Cold Weather 
As a rule it is undesirable to lay concrete in freezing 
weather. At times, however, certain conditions make it 
not only desirable but necessary to carry on concrete 
construction work when weather conditions are not the best, 
and in such a case, if proper precautions are taken, the 
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work may be conducted without serious injury to the 
concrete. 

The main requisite for successful concreting in cold 
weather is a prevention of freezing of the water; the 
water is an element required in bringing about the harden- 
ing of the concrete, consequently it must be kept in a fluid 
condition and not allowed to become ice. It is generally 
admitted that low temperatures practically stop the 
hardening of concrete, and while there is some difference 
of opinion as to the ultimate effect of freezing on concrete, 
it is generally accepted that concrete which has had a 
chance to harden for forty-eight hours under favorable 
conditions will not be endangered. It is also believed that 
concrete that is frozen before it has begun to harden may 
not be injured permanently if upon thawing it is not again 
frozen imtil it has had an opportunity to harden sufficiently 
to withstand subsequent freezii^. It is a recognized fact, 
however, that alternate freezing and thawing at compara- 
tively short intervals will damage concrete and since this 
condition is one that occurs in actual practice, it is im- 
perative that the concrete be mixed and placed in such a 
manner as to insme proper hardening during the first two 
or three days. The precautions necessary during freezing 
weather to insure satisfactory results with concrete depend 
to a large extent upon the class of construction. It is evi- 
dent that large mass work such as heavy walls and abut- 
ments will possess a greater power of heat retention than 
will thin walls and floor slabs and wiU, consequently, re- 
quire less careful protection. 

There are two methods of concreting in cold weather 
which can be said to be successful : 

r.TThe freezing point of a conaete mixture can be 
lowered. 
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2. The materials in which the coDcrete is made up can 
be heated and the work protected until it has had a chance 
to harden. 

Perhaps the che!^>est and simplest method of lowering 
the freezing point of concrete is to use ordinary salt or 
calcium chloride, the first being perhaps the better. Tltis 
method is only effective for temperatures but little below 
freezing. A common rule for the use of salt requires 
I per cent by weight, of salt of the weight of water, for 
each degree Fahrenhdt below freezing. A number of 
experimenters have detraroined tliat the maximum amount 
of salt which should be used is lo per c^it since any larger 
quantity apparently injuriously affects the str^gth of the 
cement. Consequently, aome other procedure must be 
adopted when the t^nperature is 32" F. or less. 

The most satisfactory results are obtained when the 
materials and mixing water are heated and the concrete 
work is given protection for at least forty-eight hours after 
having been placed. In large construction work, such as 
reinforced concrete buildings, the columns, floors, and 
walls can be protected by hanging on the outside of the 
structure a close covering of heavy canvas. Salamanders 
or charcoal furnaces are then located within the structure 
and the air within thus easily m^tained at a temperature 
not below 40° F. On small jobs, if the materials are heated 
quite thoroughly it will probably not be necessary to 
maintdn any artificial heat after the concrete has been 
placed, ^ce if the work is properly protected the latent 
heat of the mixture will keep it sufficiently warm to enable 
the hardening process to be carried on to a satisfactory 
completion. 

The material can be heated in various ways. Half 
cylinders of sheet steel set directly on the ground in the 
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fonn of an arch make excellent heaters, fire being built 
imdemeath them and the sand and gravel piled above. 
Or, a flat sheet of heavy steel can be supported, with a 
fire underneath and tlie materials piled on tap of it. Too 
high a temperature will injure the materials, sandstone 
and gravel being likely to soften or crack under such con- 
ditions. A temperature not exceeding 150° F. is ample 
and will generally prove completely satisfactory. 

The mixing water should also be heated. The amplest 
way of course is to have a large kettle and heat the water 
in it. Metal tanks holding a considerable quantity of 
water are also very convenient. The water should not be 
heated to a temperature exceeding 150° F. 

A certain amount of internal heat is devel(^>ed within 
the concrete during its setting and early hardening. Ifeat 
introduced into concrete by the use of hot water and heated 
materials and maintained by proper protection is sup- 
plemented by internal heat, the latter being practically of 
no value under less favorable conditions. The tempera- 
ture developed by concrete during the early hardening will 
increase frcon a temperature of about seventy to one him- 
died and ten in from thirty to forty hours under favorable 
conditions. Heated matoials hasten the rise in tempera^ 
ture and also increase the maximum temperature attained ; 
thus it is seen that the heating of the materials is not only 
valuable in itself, but even more valuable in malriTig use 
of the internal heat developed by the concrete during set- 
ting and hardening. 

FOKICS 

Hie elastidty of concrete and the adaptability of this 

material to all shapes and ^zes of construction have made 

the production of molds of the de^red shape an extremely 
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important con^deration in all types of concrete construc- 
tion work. The amateur concrete worker will soon find, 
often to his surprise, that the design, arrangement, and 
construction of his molds is as important and essential a 
matter as the making and placing of the concrete itself, 
llie purpose of the molds is the inclosure and retention of 
the concrete imtil it has hardened suffidently to enable it 
to retain its shape after the molds have been removed. 

In small concrete production such as blocks, bricks, and 
special ornamental work, iron and steel molds can be 
successfully and economically used, because the same 
shape and me is repeated an indefinite number of times. 
Local conditions and particular needs demand individual 
designs and one of the chief merits of concrete as a con- 
struction material lies in the ease with which it may be 
adapted to such particular requirements of individual use. 
For large construction work, when it is necessary that 
means be provided for construction at or near the place 
where the concrete is to be used and from materials easily 
procured, molds may be made to fit the particular circum- 
stances of the particular case. Molds of such a diversified 
character are commonly called forms. 

Perhaps the best material to be employed in the con- 
struction of forms is spruce or fir, because of the uniformity 
in shrinkage and expansion of these woods. Contrary to 
the usual practice in building construction, ordinary air- 
dried lumber will keep its shape in forms better than 
lumber that is thoroughly dry. The reason for this is 
evident : very dry lumber will absorb considerable mois- 
ture from the concrete itself and the subsequent expansion 
which will naturally occur quickly after as a result of the 
rapid absorption of the moisture is likely to be irregular 
and thus cause a serious distortion of the forms. If dry 
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lumber must be used for forms it should be thoroughly 
soaked with water. 

The plamiiiig of the tonus preliminary to the placing 
of the concrete should be done very carefully so that the 
construction work will be simplified. An excellent oppor- 
tunity for the exerdse of considerable ingenuity in the 
design of forms is afforded whenever concrete work of any 
complexity is undertaken, as for instance in the construc- 
tion of steps, troughs, etc. 

The forms should be made strong enough to hold the 
wei^t of concrete without bulging out of shape, for cracks 
are thus opened between the planks, and the water in the 
concrete, with some sand and cement, will leak out. Tliis 
not only weakens the concrete, but causes hollows in the 
surface which detract from its appearance. Only for 
small pieces of work should one-inch lumber be used ; two- 
inch stuff is much better and even this will require strong 
and careful bradi^ to keep it hrmly in place. Originally 
only surfaced lumber was used for forms, dependence 
being placed upon it for giving a finished surface to the 
concrete. While siuiaced lumber has some advantages 
such as being more easily handled and cleaned, it is 
entirely practicable to use ordinary rou^ lumber in many 
instances, since simple methods have been devised and 
put into practice for obtaining different kinds of surface 
effects. 

Forms which lose their shape after having been used 
once can hardly be used a second time. If the forms are 
to be used a number of times they should be made up very 
carefully of good materials and it may be found advisable 
to put them together with screws. If nails are used for 
attaching different sections of the form to each other, they 
should not be driven home, but should be left with their 
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heads projecting \" so that they may be easily seized and 
withdrawn by means of a claw hammer. 

Some judgment must be employed in the planning and 
use of forms, because neglect to consider the use to which 
they are to be put is likely to mean a waste of time and 
money. If the surface of the concrete is to be given a 
differ^t treatment, the finish of the surface is of small 
moment while the alignment of the form is all important. 
On the other hand if a large tank or foundation wall is bdng 
built the fact that the forms are not exactly aligned will 
hardly be noticed, yet it may be that the surface produced 
by the forms will be left without any further treatment. 

Metal forms are coming into very wide use for certain 
types of concrete construction, particularly for adewalks, 
curb construction, silos, and for residences. The advan- 
tage of the use of metal is that it is permanent and durable, 
Eind when desired, a very smooth finish can be obtained. 
Metal forms are quite heavy and consequently the forms 
are usually made in small sections to faciUtate the han- 
dling of them. Since metal forms are quite ezpen^ve, they 
are used only in such types of construction work as will 
permit of their use over and over again, and consequently 
are not practical where special shapes have to be produced. 

Due to the adhesive nature of concrete, it will stick 
closely to the forms whether of metal or of wood unless the 
surface of the form next to the concrete is coated with a 
fibn of oil or soft soap. The forms should be coated with 
this just previous to the introduction of the concrete and 
should be protected so that a minimum amount of dust 
and dirt comes in contact with them. Linseed, black, or 
cyUnder oil may be used for the lubrication of the coating 
of forms, but kerosene is inadvisable. Immediately 
after the removal of the forms from the work, any small 
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particles of concrete adhering to them should be immedi' 
ately scraped oS. This can be done with little difficulty if 
done immediately and a scraper or brush is the only tool 
that is necessaxy. If the forms have been thoroughly 
greased the first time, in all probability it will not be found 
necessary to recoat them after each time of use. Careful 
observation of the form will indicate when the surface 
becomes dry and will require recoating. 

Forms should be left in place for some time after the de- 
poation of the concrete has been completed. The time re- 
quired will vary with the tyi>e of construction woA and 
with the consistency of the mixture. In retaining walls, 
abutments, and work of like character which is subjected 
to more or less of a strain, it may be necessary to keep the 
forms in place for three or four weeks. On the other hand 
it is common practice in the construction of silos to raise 
the forms for a filling after having been left in place aroimd 
the previous filling for only twenty-four hours. In the 
manufacture of the dry process concrete blocks, the pri- 
mary piuxKJse of the form is to amply give shape to the 
block and it may be removed as soon as the tamping is 
CCTUpleted. However, in the construction of good fence 
posts, a wet mixture is employed and it is not advisable 
to remove the forms for fifty to sixty hours. 

The cost of the forms, a^de from those used for orna- 
mental work, b sometimes surpri^ngly large. Even in 
the simplest type of mass construction, the cost is seldom 
less than 5 per cent of the total cost of the work, and 
it may nm up as high as $5, 40, or even 50 per cent in 
certain complex cases. This factor is one that is often 
lost sight of by the inexperienced concrete man and it is 
extremely important because it sometimes spells the 
difference between profit and loss. 
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Discussions of forms for specific types of concrete con- 
struction will be taken up later. 

Cost Estiuating 

The cost of concrete depentb more upon the character 
of construction and the conditions which govern it than 
upon the cost of the materials. The cost of the materials 
can be very readily estimated from the quantities of ma- 
terials used, and ^ce the quantities can be ascertained 
with a fair degree of accuracy, all that is necessary is to 
obtain the prices and calculate the cost of the materials. 
The e^)ense of transportation of the materials can also 
be quite accurately determined when the weight per load 
is given and the cost of hauling b known. Labor in mix- 
ing and placing concrete can also be estimated from loi^ 
experience under varied conditions. The most difficult 
items to estimate correctly are the cost of the forms and of 
the incidental expenses connected with the work. These 
are likely to vary largely with the local conditions. Tlie 
following data are abstracted from Taylor and Hiompson's 
"Concrete, Plain and Reinforced" : 

"In a very general way it may be said that concrete is laid in 
large masses such as abutments and thick walls, etc. Where the 
form cost is relatively low, the cost per cubic yard will likely range 
from four to seven dollars. The lower figure represents constniction 
work under favorable conditions, using materiab in large quantities ; 
the higher figure being applicable to cases where inexpensive men are 
doing small jobs. Thin building walls may cost from ten to twenty 
dollars per cubic yard, depending upon the cost of the forms, the 
height of the walls, and the finish which is given to the surface." 

Lewis and Chandler, in their "Handbook for Cement 
and Concrete Users," give the following : 
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"Where cement can be obtamed at 91.50 per barrel, sand at 80 
cents pet cubic yard, and broken stone at Si. 50 a yard delivered on 
the work; and where the cost of foim timber does not exceed S35.00 
pel M ; while the rate of wages for carpenters is S3. 50, laborers Si. 75 
and teams S3. 75 per ten-boui day, the cost of concreting, including 
interest and depreciation in the plant, but with no allowance for 
profits, will run as follows 1 

Heavy mass constructions, as large 

dams, reservoir walls, pavements, 

heavy foundations, abutments, 

rubble concrete, etc 53.50 to S6.00 per en. yd. 

Foundation footings and difficult mass 

construction S6.00 to S8.00 per cu. yd. 

Thin rough walk, sewers, and culverts S8.00 to Sio.oo per cu. yd. 
Thin tooled or reinforced walls, heavy 

buildings and bridges, reinforced 

concrete retwiing walls, etc. . . . Sio.oo to S15.00 per cu. yd. 
Ijght leinforced-concrete buildings 

having thin walla, slabs, and 

columns, light reinforced concrete 

bridges, arches, etc SiS.oo to Sao.oo per cu, yd." 

Since the prices of materials are rather definite, variation 
in cost o£ materials is more strongly influenced by their 
transportation from the market to the place where they 
are used than anything else. A team of good horses should 
haul over the average country road a load of ten barrels 
of cement or 4000 povmds, and should be able to travel 
twenty to twenty-five miles per day. The cost of sand 
will approximate thirty-five cents per cubic yard for load- 
ing with perhaps an additional twenty cents if screening 
is required. This must be added to the charge per cubic 
yard for the sand if the sand is purchased, llie cost of 
hauling will i^proximate fifty cents per mile per yard. The 
same figure can be appUed to gravel. A two-horse load 
of sand or gravel will vary from i to si yards, a large 
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wagon being required to haul the latter amount. An ex- 
perienced gang of men can mix and place concrete at a cost 
varying from one dollar to a dollar and a quarter per cubic 
yard. "With inexperienced workmen the cost will run up 
to probably twice this, but since experience in mixing and 
placing can be obtained quickly, the cost should be as quickly 
reduced. Machine mixing will generally reduce the cost 
to some extent. 

For simple farm concrete construction work it is entirely 
possible to obtain the materials, and mix and place the con- 
crete for a figure approximating thirty-five cents per cubic 
foot. The cost may, of course, run a little above or below 
this, but it is a good average figure. Floors and sidewalks 
will cost fnmi ten to fifteen cents per square foot, depend- 
ing upon the thickness, the labor a)st being from four to 
six cents per square foot. In making small units such as 
fence posts, the labor cost will approximate five cents per 
unit if they are produced in any considerable quantity. 

Watekproofing 

It is well known that comparatively lean mixtures of 
cement, sand, and gravel or stone are for certain purposes 
abtmdantly strong, but the drawback to these lean mix- 
tures is their porosity, which causes them to absorb water 
like a sponge. As a result, water will pass through them 
with no difficulty. For some purposes and in some situ- 
ations it is exceedingly important that the concrete be at 
least practically waterproof. 

In modem practice, both in technical and practical 
consideration of the general subject of protecting concrete 
structures against the percolating action of moisture, it is 
advisable to divide this study into two separate divisions, 
viz., damp-proofing and waierproofi^tg. Damp-proofing 
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should be clearly confined to tlie consideration of the 
methods and means of keeping water and dampness out of 
the si4>erstructure of building or out of the structures 
through which the moisture may be said to pass through 
by capillary action. It deals mainly with exterior walls 
above the grade line. The application of correct damp- 
proofing methods insures exterior walls which are not 
affected by the general di^tegrating action of water and 
interior walls which are free from the unsanitary, disagree- 
able, and discomforting effects of dampness.^ 

Waterproofing in its modem interpretation should 
directly apply to methods and means of treating subter- 
ranean construction and structures intended for the re- 
tention and storage of water under and against hydrostatic 
head. In accordance with this definition, waterproofing 
then applies directly to the treatment of foundation, ds- 
tems, tanks, and similar structures. 

Under the head of damp-proofing, we may include three 
methods which, while practically similar in th&i appU- 
cation and results, are different in their effect. 

I. Transparent coatings. — These are transparent liquids 
which can be applied without changiag the physical ap- 
pearance and texture of the coated surface. Tbey usually 
consist of a water-repellent compound which enters the 
pores to some distance and prevents the ingress of moisture. 
Hiey should be applied only to surfaces that are absolutely 
dry in order to insxire the proper depth and completeness 
of the deposition of the repellent base in the pores of the 
concrete. Since the coating is comparatively thin, it is 
not permanent and must be occasionally renewed, much as 
is necessary in the case of ordinary paints. 

' For a fuller discussion, sec booklet on natopioofing published by 
Tnucon Labonttodes, Detrtnt, from wbicb part of tht above material bu 
been abatiacted. 
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2. Opaque decorative coatings. — The opaque decorative 
coatings are similaj' to tlie preceding class, but contain an 
opaque base which, in addition to providing a water re- 
pellent, may also provide a different surface color. 

3. Special bituminous coatings. — These form a con- 
tinuous damp-proof coating for exposed walls and are 
usually of such a nature as to possess the ability of holdii^ 
a coat of plaster applied directly to them. When used in 
tills way they form an impervious layer between the con- 
crete wall and plaster coat, thus quite effectually water- 
proofii^ the surface. 

In the more correct consideration of real waterproofing 
there are two general systems of the apphcation of the 
waterproofing material. 

1. The integral method. — In this method some form of 
waterproofii^ compound which in itself is a water repellent 
is employed and mixed intimately with the concrete. It 
may be a powder to be added to the dry cement or a liquid 
or paste to be added directly to the water. 

2. Membranous coating method. — There are three classes 
of these materials, viz., coal tar products, asphalt, and its 
derivatives, and special compositions. They are usually 
heated and applied by means of a brush in a layer of vary- 
ing thickness upon the surface of the concrete, forming a 
waterproof film. 

In practical waterproofing, there are four distinct methods 
all of which are quite effective and the selection of the 
method to be used will depend somewhat on the nature of 
the structure to be waterproofed. These methods are as 
follows : 

I. Ideal proportioning of the cement and aggregates. — ^As 
can be easily seen by anyone who understands the theory 
of ideal proportionji^;, if ide£il materials are used in ideal 
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proportions, there will be no voids and consequently no 
possibility of the passage of water through the concrete. 
While such a condition of ideality cannot be abtained>in 
practice, careful workmanship will enable us to approach it 
to a surprising extent. Indeed many cement manufacturers 




Old Method of U^ Felt Wateipioofing. 



are advising the use of rich mixtures to reduce the void con- 
tent and increase the waterproof quality of the concrete. 

2. Special surface treatment. — Under this heading are 
included the materials which were previously Usted under 
the head of membranous coatings. These can be used 
only where the preservation of attractive appearance is 
not essential such as in foundation walls, cisterns, etc. 
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3. The production of a water-repeUetU misiure. — TTiis 
ia identical with the integral method of waterproofing 
mentioned previously. Some ei^ineers are opposed to 
the use of this method on the ground that it reduces the 
strength of the concrete to an alarming degree, but there is 
no doubt but what the method is effective when propnly 
employed and can be used in many situations with entire 
satisfaction and safety. Practically all the materials used 
in this system are commercial products, but their compo- 
sition is understood to be more or less similar. 

4. The application of a layer of waierproofing mata-ials 
such as felt, asphalt coated paper, etc. This is an old 
method and, while quite expenave, is very effective. One 
way of employing this method is to apply the material to 
the outside of the wall to be waterproofed, then place a 
thin layer of concrete outside of this. 

Experiments and experience have shown that dry mix- 
tures are much more permeable than wet ones since the 
pores are not so completely filled.. From this it is evident 
that the impermeability of concrete will depend to a cer- 
tain degree upon its consistency and it may be said that 
up to a certain degree, with other conditions favorable, 
the wetter the mixture, the more impervious is the concrete. 
For a great deal of concrete work where a moderate degree 
of water-tightness is all that is necessary, it may be en* 
tirely sufficient to use a wet, rich mixture, but where ab- 
solute water-tightness is an essential requirement, recourse 
must be had to some of the above noted methods. Some- 
times, as for instance in the construction of concrete water- 
ing tanks or troughs, washing the interior surface with a 
neat mixture of cement and water before the concrete 
has thoroughly hardened will be sufficient to make the 
concrete practically waterproof under low heads. 
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Hie integral methods of wateiproofii^ indicate that the 
perfect waterproofing is colloidal in nature. The process 
of setting and hardening of mortar and concrete is not alone 
a process of hydration and crystallization but is further 
supplemented by the formation of a colloidal substance 
which surrotmds and protects the oTstals of c^nent that 
bind the particles of sand and stone together. The partial 
degree of water-tightness which is characteristic of all ce- 
ment mortar and concrete is due entirely to the presence of 
this colloidal substance. Its absence would result In the 
gradual softening, dissolution, and disintegration of the 
concrete when subjected to actual oqmsure. It is never 
formed in sufficient quandty, however, to enUrdy fill all 
the voids in the mass and for this reason it is necessary to 
resort to some material which will supplement and intensify 
the effect. There have been some attempts to manufac- 
ture a cement which will produce a waterproof concrete 
under ordinary conditions, but they have met with only 
ordinary success. The increase of the colloidal material 
comes with extremely fine grinding and cannot be prac- 
tically accomplished without so increasing the expense of 
production that the average consumer cannot use the ce- 
ment thus produced. 

Oil-mixed Concrete. — Experimenters in the office of 
Public Roads, attempting to develop special road materials, 
accidentally discovered that when a heavy mineral residual 
oil was mixed with cement, it entirely disappeared in the 
mixture and did not separate from the other ingredients 
after the cement had become hard. The office immediately 
began tests to determine the physical properties of conaete 
and mortar containing various quantities of oil mixtures. 
The results of these tests demonstrated the value of oil- 
mixed concrete for damp-proofing and waterproofing. 
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The summarized conclusions are as follows: The ad- 
mixture of oil is generally not detrimental to the tensile 
stret^th when the oil does not exceed lo per cent of the 
wdght of the cement used. The compressive strength suffers 
slightly with the addition of oil, although the decrease in 
strength is not serious unless oil in excess of lo per cent 
is added. The time of setting is increased from 50 to 100 
per cent but the subsequent increase in strength is nearly 
as rapid in the <nl-mixed material as in the plain concrete. 

It was foimd that the addition of oil was not efficacious 
in increasing the impermeability of concrete subjected to 
heavy water pressure, but for damp-proofing purposes 
every test showed that oil admixtures are almost perfectly 
non-absorbent of water. Oil appeared to be eqaal to any 
other substance used to prevent the absorption of water 
in mass concrete. In laboratory tests, oil-mixed concrete 
compared favorably with plain concrete in toughness and 
stiffness, and its elastic behavior within working stress 
limits is identical with that of plain concrete. 

As would naturally be expected, the bond between 
smooth bar reinforcement and oil-mixed concrete is less 
than with plain concrete. When deformed bars or any 
kind of reinforcing not having a smooth surface is employed, 
there is no apparent decrease in the efficiency of the re- 
inforcement. Some experiments were conducted to de- 
termine the effect of oil in retarding the action of alkali 
salts on cement and it was clearly demonstrated that the 
action is materially retarded by the addition of 5 to 10 per 
cent of oil. All of these experiments have given very en- 
couraging results and it is claimed point to the use of oil- 
mixed mortars and concretes as a cheap and effective solu- 
tion of the problem of waterproofing for a great many types 
of concrete construction. 
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The oil that is recommended to be used in this connec* 
tion is a heavy crude oU containing no fatty or vegetable 
oils. The specific gravity should be not more than 0.945 
at a temperature of 25° C. Any saponifiable oils will 
break, down the strength of the cement; consequently, 
any oil which contains them should not be used, nor should 
there be any materials which will readily emulsify with 
alkali for if this occurs the strength will be seriously 
affected. 

For most purposes where damp-proofing is required, 5 
per cent of oil, based upon the weight of the cement in the 
mixture, is all that is necessary. A bag of cement weighs 
94 potmds, and consequently for each bag of cement 
that is used, 4.7 pounds, or about 2j' quarts, of oil are 
required. 

In mixing the following method is employed. The 
sand and cement are first mixed together untU they appear 
to be of uniform color. Water is then added to the mixture 
and the mass is again mixed to a mortar of mushy con- 
astency. The oil is then measured out and added to the 
mortar and the mixing continued until all the oil is thor- 
oughly incorporated. Experience has diown that the best 
results require that the time of mixing should be double 
that when oil is not used. The coarse aggregate of stone 
or gravel which has been previously moistened is then 
combined with the oil-mixed mortar and the mass turned 
until all the materials are thoroughly mixed. Should 
only oil-mixed mortar be desired, no coarse aggregate is 
added. 

Oil-mixed concrete will be found to be a very convenient 
method of waterproofing basement floors. The floor 
may be constructed in two layers, no oil being incorporated 
in the concrete forming the bottom layer. The top layer 
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may be mixed in the proportions of i part of cement to 3 
parts of sand and should contain 5 per cent of oil. This 
top coat, because of its non-absorbent character, will give , 
perfect protection from imderlying moisture and the floor 
itself will dry out very quickly after washing since prac- 
tically none of the washing water will be absorbed. The 
addition of oil will not make the surface slippery and in 
appearance the floor will be very much the same as if no 
oil had been added. 

Cellar walls and foundation walls of any kind can be 
very handily waterproofed by the use of oil-mixed con- 
crete. Ten per cent of the oil will prove amply rich for 
most conditions. 

It is sometimes very difficult to waterproof tanks and 
dsterrs effectually. If oil-mixed concrete is used in their 
construction, it will be found to give excellent results not 
only in makii^ them waterproof but in maintaining them 
in a water-tight condition. The oil may be mixed with 
the concrete fonniug the body of the structure in a pro* 
portion of 10 per cent of oil by wei^t. If a very smooth 
sxuiace is desired, a cement wash containing 3 per cent of 
oil can be applied in several coats to the surface. About 
a pint of oil to a lo-quart bucket of cement will result in 
approximately the correct proportions for this paste. Care 
should be taken that the coating does not dry out too 
quickly by applying it to dry concrete or expoang it to 
the direct rays of the sun. 

The main objection to concrete walls for re^dences can 
be overcome by the use of oil as a waterproofing mixture 
in the concrete. This applies to all of the various types of 
concrete used in residence walls whether in block, plaster, 
or monolithic form. In concrete blocks, 5 per cent of oil is 
a sufficient quantity to guard properly against absorption. 
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A putdic patent has been obtained by the inventor of 
this process, Mr. L. E. "Page, and anyone is at libeity to 
use oil-mixed concrete without the payment of royalty. 

Properties 

SU-ength. — TTie strength of concrete is an extremely 
variable quantity, this being due to several causes among 
which the following are the most important : 

I. The quahty and amoimt of cement used. 

3. The kind, size, and strength of the aggregate. 

3. The degree of consistency or the amount of water 
used in gat^ii^. 

4. The correctness of proportioning. 

5. Method and thoroughness of mixing. 

6. Age. 

Concrete is rarely used where the strain is that of tension 
since it is extremely weak in this particular regard. Even 
in reinforced structures where the tension of the member 
must be considered, the tensile strength of the concrete is 
usually neglected and only that of the reinforcing is taken 
into account. 

Concrete possesses the greatest strei^th when used in 
compression and it is due to its great resistance to crushing 
that it has become such a popular building material. It is 
also quite strong in shear, though not nearly so strong in 
shear as in compression. When properly reinforced it 
makes an excellent material for the construction of beams 
and slabs which are in transverse strain. 

The following table taken from Sabin's "Cement and 
Concrete," gives interesting comparisons as to the strength 
of concrete over varyii^ conditions. 
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COUFAKATIVE TeNSELE, TRANSVERSE, AND COMPRESSIVE TESTS. 

Varying Proportions of Sand 



Mean Strength, Founds per Sq. In., for Varying Richness of Mortar 
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: Cement P = Artificial. 
Cement N = Natural. 
Sand, crushed quartz, passing No. : 
^eve. 



, retained on No. 30 



From this table it is seen first that artificial cement is 
much stronger than natural cement under the same con- 
ditions ; second, that concrete increases rapidly in strength 
with age, this being true of all mixtures ; and third, increas- 
ing the amount of aggregate decreases the strength of the 
resulting concrete. 

In the next table, which is taken from the same source, 
are shown the figures resulting from the use of different 
amounts of water. The concrete decreases in tensile 
strength but increases in transverse or compressive strength 
with an increase in the amount of water used. 
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Notes: Cement, ArtiEctal; Sand, passing No. 10 deve. Age of 
specimens, one year. Two parts sand to one of cement by weight. 

It should be noted that in the first tests standard sand 
or sand passit^ a No. 20 and retained on a No. 30 sieve 
is used. This sand has been universally adopted for all 
mortar tests of cement and the results obtained will prob- 
ably not be in accord with those which would be gotten if 
actual field spedmens of concrete were used. However, 
since all conditions for the test were uniform, the results 
are directly comparable. 

Under practical conditions, when it is necessary that con- 
crete be used in tension, a woridng stress not less than 
from thirty to one hundred pounds, depending upon the 
age and richness of the mixture, should be employed. 
Tests have shown that the average tensile strength of a 
1:2:4 miiture one month old will approximate 300 pounds, 
this increasing to perhaps 400 pounds or more at three 
months. Of course, these are maximum values and 
should not be conndered as working stresses. 

When unreinforced concrete beams are used the factor 
limitii^ the strength of the beams is the tensile strength 
of the concrete at the place of greatest strain, which in a 
symmetrical beam is at the point most remote from the 



by Google 



58 



FARM CONCRETE 



center. This value is usually greater than the actual ten- 
sile strength of concrete as shown by tests ; Sabin states 
that the ratio of transverse strength to the tensile strength 
varies from 1.25 to 1.91 for artificial cement. Concrete is 
seldom used in this manner unless it is reinforced and the 
reinforcing changes conditions entirely. 

The shearing strei^th of concrete is important because 
in many reinforced beams the shearing strain is as great or 
greater than the tensile strain. Professor A. N. Talbot 
states that it is probable that the shearing strength of 
concrete is from 50 to 70 per cent of its compressive strength. 
Older writers gave as safe worki:^ values for concrete in 
shear 25 to $$ pounds per square inch. Modem practice 
increases these values somewhat and working values of 40 
to 75 pounds are commonly allowed. 

As stated before, the chief value of concrete lies in its 
exceptional strength in compression. The accompanying 
table from Taylor and Thompson's "Concrete, Plain and 
Reinforced" gives approximate values for the crushing 
strength of concrete under average working conditions. 
It must be remembered that these values axe affected by 
so many conditions that the data can be given only as 
extremely roi^h approximation. 

Approxoute Average Crushing Strength of Concrete 
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Other Properties op Concrete 

Fire Resistance, — The concrete enthusiast is likely to 
make xinduly extravagant claims as to the fireproof quali- 
ties of cx>ncrete. It must be remembered that "fireproof" 
is a relative term and that a material that will resist fire at 
a high temperature for an indefinite period is practically 
xmknown. Under normal conditions the term "fireproof" 
is generally taken to cover those materials that will resist 
the flames and heat of an ordinary conflagration in such a 
manner that the structure will be safe and practically in- 
tact after moderate repairs. It certainly is true that 
with such a dtfinition, concrete is fireproof, as has been 
shown by numerous tests both in laboratory and in field 
work. The rigorous building code of the city of New York 
requires that a structure to be considered fireproof . shall 
withstand when fully loaded, a temperature of 1700° for 
four hours, then subjected to a stream of water discharged 
from a li inch nozzle under a pressure of ^ty pounds 
for five minutes without failure. A number of systems 
of reinforced concrete have successfully withstood this test 
for beams, floor slabs, and columns. Other systems have 
failed, but in almost every case there have been other 
causes contributing to the failure. 

One explanation that is given as a reason for concrete 
being fireproof is that Portland cement in hardening ab- 
sorbs from 10 to 20 per cent of its weight in water, the 
water that is being absorbed being taken up in chemical 
combination. A temperature of at least 500" must be 
reached before dehydration begins and it is probable 
that all the mobture is not given off untU a temperature 
of about 1000° is reached. This moisture during the de- 
hydration of the concrete vaporizes and keeps the sur- 
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rounding materials at a comparatively low temperature. 
After the dehydration has occurred, the concrete is greatly 
improved as a non-conductor of heat and thus acts to re-, 
tard the dehydration of the adjacent concrete. Thus if 
the outer surface of a concrete column has been subjected 
to this process of dehydration, the concrete in the interior 
of the column will be much more able to resist the destructive 
effect of higher temperatures. Rdd, in his treatise on con- 
crete, writes as follows : 

"Concrete itself is a poor cosductor of heat, and the mateiials a 
fraction of an inch away may be practically insulated from the action 
of heat for a long time. Tests show that a thickness of from ] to 
I inch of stone concrete is sufficient to protect the metal in a floor 
slab ; and for ctoder concrete } to j inch is sufficient, while for beams 
and columns the thickness should be from i^ to 2 inches for a stone 
concrete, and from i to li inches for cinder concrete, depending 
upon the size of the member. Care must be taken in selecting the 
cinders for cinder concrete, for if any unbumt coal is present the 
fire resisting quality is greatly reduced. Limestone should be avoided 
and granite may chip under tlie action of heat." 

Rust Resistance. — The question is sometimes brought 
up as to whether metal that is imbedded in concrete for the 
purpose of reinforcing is properly protected against cor- 
rosion and whether the concrete itself will not have a cor- 
rosive effect on the metal. A simple analysis of the situ- 
ation will show that no fears need be felt. Corrosion of 
iron will occur only in the presence of air, moisting, and 
carbon dioxide ; it will not occur in perfectly dry air nor 
in perfectly pure water. Under suitable conditions, how- 
ever, the iron, water, and carbon dioxide or carbonic add 
combine to form ferrous carbonate, the latter combining 
immediately with oxygen from the air to form ferric oxide, 
the carbonic add being liberated to act on a fresh portion 
of the metal so that only a small quantity of carbon dioxide 
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is necessary to cause a great deal of corrosion. However, 
if the carbonic add is neutralized by some alkaline material, 
the action just described cannot occur and since concrete 
is strongly alkaline it thus furnishes almost perfect pro- 
tection against rusting. The only precaution to be ob- 
served in this regard is to be certain that the metal is 
completely covered by the concrete, for when any cor- 
rosion of the metat does occur it is always at a point where 
voids exist in the concrete. Whenever the concrete is 
mixed wet so that the surface of the metal is coated with a 
thin layer of grout, no rust spots will appear. This is 
extremely important in the use of metal lath for stucco work ; 
the lath can be prevented from rusting by giving it a 
thorough coating of grout such as can be obtained by 
dipping the lath in a mixture of cement and water. 

Resistance to Acids and Alkalies. — Concrete when 
. properly made is sufficiently resistant to weak acids to 
enable it to be used successfully. However, the action of 
strong acids is likely to be injurious to some extent. Alkalies 
do not seem to have special deleterious effect upon con- 
crete providing the concrete is made dense and rich or water- 
proofed in some way so that the alkali solution cannot 
obtain ingress to the body of the concrete. 

Resistance to Oil. — The question of the destruction of 
concrete by oil is one that has not yet been thoroughly 
settled. In some cases it appears that concrete has dis- 
integrated where the sole cause seemed to be oil. In other 
places there are samples of concrete several years old which 
have been saturated with oil and which appear to be en- 
tirely unaffected. The Chicago, Milwaukee & St. Paul 
Railroad conducted a series of tests with different kinds of 
oils and their conclusions showed that the greatest dis- 
integrating effect was caused by animal fat or extract of 
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lard oil. Petroleum and bo2ed linseed oils have no disin- 
tegrating effect on concrete to any appreciable extent. As 
a result of the tests, however, the observations made were : 
first, that most oils penetrate concrete mortar and may 
possibly weaken it ; second, that when the coaarete is 
thoroughly set it b less liable to disintegrate from oil; 
and third, the better the quality of the concrete the less 
liabihty of disintegration. It is generally accepted as a 
fact that machine oils of a paraffin base which do not 
contain animal fats are not likely to have a deleterious 
effect on concrete. The United States Department of Agri- 
culture advocates the use of crude mineral oil as a water- 
proofing, evidently finding that it does not have an ai>- 
predable disintegrating effect upon the concrete. In- 
vestigations of the Portland Cement Association indicate 
that well-made concrete is proof against action by oQ. 

REiNTOfiCED Concrete 
The time of the first use of reinforced concrete is some- 
what vague, though it is known that as early as 1855 
beams made of a combination of concrete and iron were 
tested. In 1875 there was constructed in America a dwdl- 
ing consisting entirely of concrete, the floors, roofs, and 
other parts that were subjected to heavy loading being 
reinforced with light iron beams and rods. In 1S76 a French 
gardener by the name of Jean Monier conceived the idea 
of extending his practice of u^ng wire netting as a nucleus 
about which he constructed pots for his flowers and 
shrubs. Gifted with unusual foresight, he saw that a 
great future lay before the one who could develop the idea 
so as to include all types of structures, and as a result, the 
famous Monier system of reinforced concrete, the fore- 
nmner of numerous modem systems, came into being. 
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Reinforced concrete is concrete in which steel or other 
material is imbedded to increase its strength. A full un- 
derstanding of the principles underlying reinforced con- 
crete has not yet come, but the general principles are un- 
derstood suf&dently to enable the material to be used 
with assurance of permanent strength and durability. 
True, there have been failures of reinforced concrete, but 
the occasional failures that have occurred were the re- 
sult of the neglect of essential principles ; poor design, poor 
materials, wrong placing of the reinforcing, and too early 
loading of the unsupported concrete all contribute to failure. 
Tlie design of reinforced concrete structures is extrranely 
complicated and consequently no one but the technically 
trained and experienced engineer is qualified to undertake 
it. For very simple constructions, the layman may use 
prepared tables in which values in accordance with extra 
conservative design are given. When it is necessary to have 
a large and complex structure built, involving careful de- 
sign, the logical procedure is for the owner to put it in the 
hands of an experienced concrete engineer and leave the 
details of the design to him. As with an architect, 
the concrete designer, from his wide experience, is able to 
more than pay for the cost of his services In the saving 
of material which he can accomplish, besides giving the 
assurance of correct design. 

A consideration of the fundamental principles under- 
lying simple reinforced concrete construction may be of 
interest. Let us take a simple beam symmetrical in cross 
section and supported at both ends, with a vertical load 
applied at the center of the beam. When the load is ap- 
plied, the fibers in the lower part of the beam, as shown in 
Fig. 13, will have a tendency to be torn apart, or in other . 
words, they will be in tension. The fibers in the upper 
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part of the beam, on the other hand, will be in compression 
or will be resisting a force tending to crush them tt^ether. 
As will be observed, there will be a plane perp^dicular 
to the force applied at which there will be neither tension 
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Fig. 13. — Result of Loading a Simple Beam. 

nor compression. This plane is known as the neutral plane, 
and in a beam of symmetrical cross section the neutral plane 
cuts the beam in halves. 

As has already been stated, concrete is weak in tension 
and strong in compression; consequently when a beam 
such as the one just described is made of concrete and so 
loaded, the lower part of the beam, being weak in tension, 
will be torn apart long before the fibers in the upper part 
are strained to the maTimiim In order to make the lower 
part of the beam just as strong as the upper part, we must 
imbed some material in the beam which is especially 
high in tensile strength ; and we must apply it as far as 
possible from the neutral plane since the farther from the 
neutral plane the greater is the strain and the greater will 
be the resistance to tension of any material there imbedded. 
For the purpose of thus strengthening the concrete, iron 
and steel of varying grades have been almost universally 
used. Steel is very strong in tension and it requires only 
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a comparatively anall amount of steel in the lower part 
of the beam to so add to the tensile strength that the 
values of the tensile and compressive strength on the 
opposite sides of the neutral plane are approximately equal. 
The above is, in simple words, an explanation of the rea< 
son for reinforcing concrete. A number of practical con- 
siderations will of course enter into the proposition, compli- 
cating it to an almost unbelievable extent, but investiga- 
tions of the last quarter century are fast bringing infor- 
mation to the hands of designers so that thoroughly safe 
reinforced concrete construction is now possible. The 
amount of steel required and the economical placing of 
it have been worked out rather carefully. Usually the 
amount of steel used is, in total area of cross section, not 
less than i per cent nor more than li pet cent of the total 
cross section area of the concrete beam or slab in which 
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Fig. 14. — Lines of Stress in a Simple Beam. 

it is imbedded. It is essential that the steel be thoroughly 
imbedded in the concrete in order that proper adhesion 
between it and the concrete may occur, and that the 
steel be properly protected against corrosion. The par- 
ticles of the ^gregate should not be so large as to interfere 
with the placing of the reinforcement. 

In the simple beam discussed above, the reinforcing was 
placed as near as possible to the surface of the beam away 
from the place where the load is applied. The simplest 
way to place this reinforcement is to place it along the 
lower side of the beam. However, the lines of stress in a 
beam under a bending strain are as shown in Fig. 14 ; con- 
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sequeatly in order to better resist the strain the reinforcing 
may be given a curved form, bringing the ends of the re- 
inforcing up near the top of the beam as shown in Fig. 15. 




Fig. 15. — Curved Rdnforcemoit in a Simple 



When the beam is fixed at the ends as shown in Fig. 16, 
the lines of stress lie differently and there will be a certain 
amount of tension at the top of the beam which should be 




Fig. iti. — Rdnfordng a Beam Fixed at Both Ends. 

taken care of by some reinforcing located at the point 
where the tension occurs. Sometimes this upper reinforc- 
ing bar is made to extend throughout the length of the en- 




FiG. 17. — Single Bai Rdnforcement.' 



tire piece, giving a double reinforcing. This upper bar 
may be curved down so that it will extend along the lower 
part of the middle of the beam and rise to the upper part 
at the support, as in Fig. 17, giving the desired effect both 
at the center and the ends. 
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There are many systems of reinforced concrete in use and 
all of them possess certain advantages and disadvantages. 
The decision as to which type to use should be arrived at 
(mly in consultation with a competent en^eer. 

SoLCHON OF Problems m Reiwfoeced Concrete Design 

While it is not considered to be within the scope of this 
book to include an elaborate discussion of the principles 
underlying the design of various types of reinforced concrete 
structures, the presentation of a few simple formulas 
and their explanation may be of value in enabling the de- 
agn of simple beams, slabs, and columns to be accomplished 
safely and with little difficulty. In farm concrete work 
complicated structures are not common; in fact, the 
following examples will cover most cases that are likely 
to occur. 

BEAUS 

The essential steps in the design of beams carrying a 
uniformly distributed load may be emunerated as follows : ' 

1. Calculate the total load, W, upon the beam. 

2. Estimate, as closely as possible, the weight of the 
beam itself, W. 

3. From the formula 

calculate the dimensions of the beam. 

4. Calculate the cross-sectional area. A, of the steel 
frtmi the formula 

A =pbd. 

1 This ia on abstract of the method given in "Handbook for Cement knd 
Concrete Uaers," by Lewig and Chandler. 
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The nomenclature is as follows : 

b =1= breadth of beam in indies. 

d = depth of beam in indies, to the plane of rdnfotdng. 

t *= length of span in indies. 

p = percentage oi steel in lower half. 

D =aa arbitrary value depending upon the value of ^ ; for ^ » 
0.007, ^ = 74i assuming a maximum compressive stress of 500 lb. 
per square inch for concrete and a ten^e stress of iSiOoo lb. per 
square inch in steeL 

5. Locate the reinforcing according to the following : 
The percentage of sted varies from 0.7 to i per cent in the lower 

part of the beam. Girders extending over three or more supports 
must have at least an additional 04 per cent of sted in the upper 
part over the supports, and this must extend in each direction a dis- 
tance equal to i the distance between supports. 

Whe n W + W exceeds 60, indudc three or four stirrups, according 
bd 
to the rule given by E. L. Ransome, which locates them at distances 
from the end of the beam equal to id, fii, i^d, and lid, respectivdy. 
These stirrups are usually made of I" or |" rods. 

6. Determine whether the bond is sufficiently great by 
the f onnula 

4 {W + W^ ^ 
jnd -5°' 

n bdng the sum of the perimeters of the steel bais in inches. 

7. Detennine the actual wei^t of the beam, and revise 
the design if the difference between this and the estimated 
weight exceeds 10 per cent. 

Experience and observation have led to the formulation 
of the following general rules which should be kept in mind 



The breadth should be from i to } of the depth, the bet- 
ter to combine strength and economy, and should be not 
less than A of the span. 
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The lateral q>aciiig of the remfordng bars should be 
not less than ti times their diameter, and their diameter 
should not exceed shf of the span. 

Example: Design a horizontal rdnforced concrete 
beam to support safely a uniformly distributed load of 
10,000 poimds over a span of 10 feet. 

Solution: W ^ 10,000 lb., p = 0.007, I ^= 10 Y. n ^ 120 in. 

Assume W to be 3500 lb. 
Then 



8X74 

Choosing any reasonable value for (, as 12 in. 

la iP = a534 
iP =aii.2S 
d = 14.S in. 
A = 0,007 X la X I4-S = iai8 sq. in. 

Using 5 steel rods, the area of each is 0.244 sq. in. and 
if of circular section, the diameter is A "»■» calculating 
to the 1 6th of an inch next larger than the actual diameter ; 
if square rods be used, they will measure i in. on each side. 
Since at least a in. of concrete should be placed below 
the reinforcing for protection and bond, the total depth 
of the beam is 16.5 in. 

Now, considering that the weight of good rock concrete 
is about 150 lb. per cubic foot, the weight of the beam is 
approximately aioo lb., or about 16 per cent less than 
the estimated wdght. A recalculation of the problem will 
reduce the value of d by perhaps i in. 

Testing the strei^:th of bond between the reinforcing and 
the concrete by the formula given, n in this case being 8.8 
for circular rods, 



4 X la.ioo 
7 X 8.8 X 14 



■56, 
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which would indicate that the square rods, with n ■■ lo, 
would be safer to use, since they give a value of 49.5. 
From the fact that 

II, too 

it is indicated that stirrups are necessary. 



Practically the same principles used in beam design can 
be applied to slabs, considering that for the purposes of 
design the slab may be imagined as divided into narrow 
strips, each having a width equal to the spadng of the 
reinforcing rods, and a length equal to the span between 
girders. Rods used for reinforcing should be located, as 
previously instructed, in both the upper and lower halves 
of the slab ; if some sort of metal fabric is used, it should 
be so laid as to approach the upper surface of the slab over 
supports, and to sag to near the bottom of the slab in the 
middle of the span. 

The formulas used are as follows : 

10X74 

A =^ 0.007 U- 
Thdr application is exactly the same as when used for 
beams, except that the 8 which occurs as a factor in the 
denominator of the first formula is replaced by 10. 

Design of Reinfosced Concrete Columns * 
This consists in determining proper dimenaon for the 
post or column, and the steel required for its ranforce- 
>Fn>m "Handbook for Cement and Concrete TJaers," by Lewis and 
Chandler, publiahed (oi the Norman W. Henley PubliBhing Co., 13a Nas- 
sau St., Nen York Qty, price $1.50. 
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meiit. The following order of computations should be 
observed: 
(i) Compute the load, i*, to be supported by the column. 

(2) Estimate the weight, W', of the column itself. 

(3) Determine the load per square inch of sectional area 
which the concrete can be designed to carry, also the ratio 
between the moduli of concrete and steel. 

(4) Choose the percentage of vertical rdnforcement. 
In general, this should be between i and si per cent. 

(5) If spiral wrappiogs are to be used, choose the sec- 
tional area and spacing of the bands. 

(6) Compute the sectional area required for the column 
by the following formula, and check its wdght. 

P + W 



A,= 



C + pCir-i) 
PA, 



At =~ the sectional area of the column. 
A, ™ the sectional aiea of the vertical reinforcement. 
A, = the effective aiea of the column. 
A^ = tbe effective area of the hooping. 
P = the load to be supported. 
W = the estimated weight of the column itself. 
C = the safe compressive stress for concrete. 
p ^= the percentage of vertical steel reinforcement. 
T = the ratio between the modulus of elastidt}' of Steel and that 
of concrete in compression. 

Where bands are used, the section of the column con- 
tained within the spirak may be designed to carry 50 per 
cent more stress than the column without bands, providing : 

(a) The wrapping is circular in form. 

(b) A thickness of two inches of concrete is placed out* 
side the bands, for protection, but not considered as tak< 
ing any part of the load. 

(c) The bands are of sufficient size so that thdr sectional 
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area At, divided by the pitch S, ot distance between 
^irals, is not less than the diameter of the spiral Z>, divided 
by 500, or 

-^ must not be less than -^■ 
J 500 

The following practical rules should also be observed : 

(7) The lei^th of the column must not exceed more than 
twdve times its least lateral dimension. 

(8) The vertical steel must be as sttaight as possible, 
and rest upon bed plates at the bottom. When the bars 
are sphced, the bars must not be lapped and wired, but 
the end of the upper bar must rest on the top of the lower 
one, and be held in place by sleeves made of pipe. The 
sleeves should be 24 diameters long, and the joints should 
also be stiffened by a half-inch bar about four times as long 
as the sleeve, which is set alongnde of but not in contact 
with the reinforcement. 

(9) In all large columns the steel should be protected 
by at least two inches of concrete, and in small columns 
by not less than one inch. 

(10) The percentage of steel which can carry the entire 
load when stiffened by the concrete can be found by di- 
viding the load to be supported in pounds by 16,000. In 
general this will run from 4 to 6 per cent. 

(11) The load on the column must be symmetrically 
placed, so that the center of the load coincides with the 
column. If the load bears more on one side of the colimin 
than it does on the other, it is called an eccentric load, and 
it requires a larger column to cany an eccentric than it 
does to carry a symmetrical load. An eccentrically loaded 
column cannot be designed by the methods explained 
herein. 

Example i : Design a square reinforced concrete post, ro 
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feet long, wMch will support a load of 20 tons without 
spiral wrappings. 

Solution : (i) P = 20 X aooo = 40,000 lb. 

(2) Estimate W at ijoo lb. 

(3) A safe load for concrete in compression is 350 lb. per sq. in. 
and a safe value of the ratio, r, is 13. 

(4} Employ 1.7 pet cent of vertical reinfqicement. 

350 + 0.017 X 3So(i3 - i) 41545 
01 10 X 10 in. 

This column will weigh about 

— X — X 10 X 144 = 1000 lb., which is less than the assumed 

weight and therefore safe. 

The area of the steel will be : 

0.017 X 10 X 10 = 1.70 sq, in. 

If 4 square bars are used the area of each will be : 
1.70 -I- 4 =. 0.43 sq. in., 
or 441 in. square bars are required. 

(6) The least lateral dimension is to in. 
10 in. X 12 = 10 ft. 

As the length of the post Is 10 ft. or eqiial to the above value, 
the design is permissible. 

Summarying the results of the design, wc have : 

External load, 20 T. 

Weight of column, 1000 lb. 

Dimensions, 10 in. X 10 in. X 10 ft. 

Vertical reinforcement, ^-H in. square bars. 

Example s: Design a circular reinforced concrete col- 
timn with spiral wrappings 12 feet long which will sup- 
port a load of 59 tons. 

Solution: (i) P = sg X aooo = 118,000 lb. 

(a) Estimate W at 4000 lb. 

(3) Take C at 350 and r at la. 
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(4) Take J at 1.5 per cent. 

(s) For hooping, use A in. round or oval steel bars having the 
same sectional area of 0.076 aq. in., and let the spirals be spaced apart 
or have a pitch of a in. 

(6) A. 118,000 + 4000 122£S2^, 00 3q.ia. 

3S0 + 0.015 X 350 (r» — i) 611.63 

or diameter of roirab */— ^ =i6in. 
^ \o.7854 

With 3 in. of concrete outside of the hooping, the diameter of the 
post will be 4 + 16 = 30 in. and wiU weigh 

0.7854 X H X H X la X 144 =3770 lb-. 
which is less than the estimated weight and is therefore safe. 1.5 
per cent of steel is 3 sq. in., which b equivalent to 6-} in. sq. rd. 
From (s), A^= 0.076 and s =3 in,, also from (6), D =16 in., 

and mce — must not be less than — ■, - " - must not be less than 
s Soo' 3 

Mr ; or unce 0.038 is greater than 0.033 the hooping is in conformity 

with the condition. 

(7) The least lateral dimension is ao in. 



As this is greater than the length of the post, the design easily satis- 
fies the condition as to the ratio of length to the least lateral dimension. 
Summarizing the results of the design, we have for the circular 



External load, 59 T. 
Weight of column, 3770 lb- 
Diameter of column, ao in. 
Diameter within hooping, 16 in. 
Length of column, la ft. 
Vertical reinforcement, 6-1 in. sq. rd. 

Hooping, A in. round or oval bars with spirals placed a in. 
^>art. 



by Google 



CHAPTER m 
FOUNDATIONS AND WALLS 

Since concrete possesses its maximum strength in com* 
pression it naturally follows that it is an excellent material 
to be used in the construction of foimdations, and in 
this connection it finds a very wide and important field of 
usefulness. Other considerations * which make concrete 
valuable for foundations are the simpUcdty and ease of form 
construction and the fact that no special attention need 
be given to the production of a smooth and attractive 
surface. 

Bearing Powers of Soil. — In a discussion of foundations, 
perhaps the first thing that must be known is the bearing 
power of the soil or rock upon which the foundation is to 
be erected. This is a value which is extremely variable 
and no exact data can be given. It is to be assumed that 
in agricultiual concrete construction not very much con- 
crete will be placed upon soUd rock ; where it is placed upon 
rock the chances are that the structure will not be heavy 
enough to make any consideration of the strength of the 
rock necessary. The sustaining power of earths varies with 
their composition, their compactness and solidity, and the 
d^ree of moisture which they contain or are likely to re- 
ceive. The following values are given by Mr. George B. 
Francis: 
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Tota na Sq. Ft. 



Solid lock 
Hard pan 
Gravel . 
Sand . . 
Dry clay 
Wet clay 
Loam 



Footings. — In soil whose bearing power is somewhat low 
and not sufficiently great to resist the load which would be 
likely to come upon it, it is of course necessary to adopt 
some means of so distributing the load that it comes upon 
a greater area. This is accomphshed by spreading the 
lower part of piers or foundations into a "footing." Even 
where the soil is sufficiently compact to give adeqxiate 



Fic. i8. — Types of Simple Footings. 

bearing, the construction of footings is desirable because it 
increases the material stability of the structure above. The 
footings must be made of sufficient size and strength so 
as to be able to resist not only the load which comes upon 
them but also the tendency to overturn, which might occur 
in the case of eccentric loading, or loading concentrated at 
some other point other than the center of the footing. In 
Fig. i8 are shown different types of footings ; (a) illustrates 
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a ^mple footing which is made by locating fonns for the 
footings a greater distance apart than are the forms for 
the fomidation wall itself ; in (b) is illustrated a self-formed 
footing which is not to be especially recommended as far 
as strength is concerned; when the loading is eccentric 
some form of footing as shown at (c) must be put in. 

FODMDATIONS 

Laying out the Work. — In laying out the foundation for 
any building reference b usually made to scnne existing 
object such as a drive, another building, or a hi^way. The 
first line should be very carefully located and used as a 
base line for the location of the remaining ones. When 
the base line has been definitely established the ends of 
this line or the comers of the building are next to be located ; 
it is probable that one of the comers will be located with 
reference to some other object as was the original base line. 
A stake should be driven at this point . 

and the exact comer located by a nail 
driven into the stake. When the 
location of the first comer is thus 
confirmed, proceed to the location of 
the remaining comers. If the build* ' 
ing is to be rectangular, care must be Fio- -9 —3.4,5 Method 

f T^ „ . . «rf Squaring Comen. 

taken to see that all mtersections 

of walls come at exactly 90°. The perpendicularity 
of the lines can be ascertained by various methods, of 
which the "3, 4, 5" method is perhaps as simple as any. 
Tids is illustrated in Fig. iq and depends upon the well- 
known fact that when the legs of a right triangle are respec- 
tively 3 and 4, the hypotenuse will be 5. In applyii^ 
this rule, lay out a distance of 4 feet along one line, a dis- 
tance of 3 feet along the other ; then if the lines are truly 
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perpendicular the distance between the extremities of the 

3 and 4 foot tines will be exactly 5 feet. 
When the four comers of the building have been located 

exactly, drive 3 stakes at each comer as indicated by the 
letters a, b, and c in 
Fig. 30, the stakes 
being driven several 
feet out from the 
proposed location of 
the building and 
firmly braced as 
shown. 




Location of Building Comer. 



Stretch cords along the four sides of the rectan^e thus 
laid out and where they cross the braces at the comer 
posts make a shallow saw mark. Thus at any time even 
when the original comer stakes have been removed, the 
exact comer of the building can be ascertained by stretch- 
ing cords along the sides of the rectangle, the intersection 
of the cords indicating the location of a comer of the pro- 
posed building. This method is advantageous in the fact 
that it makes no difference whether the comer stakes are 
disturbed or not and work such as excavating can be carried 
on without destrojdng the location. 

After having proceeded thus far the next step is to locate 
any construction lines that will be necessary; for exam- 
ple, let us assume that we are going to put in a i3-inch 
foimdation wall ; it -will be necessary to have two lines 13 
inches apart to define the wall itself and to indicate to the 
excavator where he shall dig or where the forms are to be 
located. Both these lines can be indicated by saw marks 
as previously described. It must be borne in mind, how- 
ever, that these subsequent marks must be made so as to be 
easily distinguishable from the comer marks. 
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Excavation. — The removal of sufi&dent earth to provide 
a good base for the foundation and for perhaps part of the 
foundation wall itself is the next step. It is usually a 
practice to be recommended that the foundation be brought 
below the point reached by frost, but unless the buildii^ 
is of large size or unless it is located in a region of extreme 
cold, it will be unnecessary to excavate to a depth exceed- 
ing 3 feet, providing good •bearing soil is found at that depth. 

Very often foundations are ruined as a result of having 
been placed on unsuitable soil. If a heavy structure is to 
be placed upon the foundation it is essential that the founda- 
tion be extended sufficiently deep to reach solid, well-packed 
earth, for if this is not done the resistance to the weight will 
be variable at different points along the length of the founda- 
tion resulting in a possUiihty of rupturing the foundation. 
Even if this provision would result in making the founda- 
tion of uneven depth it would make no especial difference 
because concrete is such a plastic material that no diffi- 
culty attends the placing of it upon an uneven base. If the 
foundation were constructed out of stone or brick, an un- 
even base would be the cause of much trouble and annoy- 
ance. 

In the construction of small buildings such as sheds, 
poultry houses, etc., where a heavy substantial foundation 
is not at all necessary, it is sometimes impossible to reach 
solid earth in the shallow excavation that is made for the 
foundation. The difficulty in this case can be easily over- 
come by reinf ordiig the foundation as it is laid with some 
bars of steel, making the foundation act as a beam. 

Forms. — If the stnl in which the excavation is made is 
sufficiently stiff so that it will stand in a practically vertical 
position when dug, it may not be necessary to erect special 
forms for the concrete but simply place the concrete into 
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the trench which has been excavated to the proper depth. 

It is desirable when this method is practiced to dig the 

trenches as nearly as possible the exact dimensions required. 

In placing the concrete into an excavation of this kind, care 

should be taken that the edges of the trench are not 

broken in order that the wall be kept as smooth as possible 

and that dirt be prevented from falling into the concrete. 

A simple precaution which will prevent this to a great extent 

is to place some 2" X 4" pieces across the trench, and upon 

these lay a" X 12" plank projected an inch or two over 

the edge of the trench. 

Very often the nature of the soil prevents such a simple 

expedient in the way of forms as is described above. The 

walls of the excavation may not be self-supporting, and 

regularly erected 

forms must be 

provided for that 

portion of the 

foundation below 

the ground as well 

as for the portion 

above the ground 

if there be any. 

Two methods can 

„ , . „ ^ . ^ , ^ . be followed in 
Fig. II, — Foundation-wall Fonns in Soft Earth. , ., ,. , 

building these 

forms ; first, constructing units of convenient length fiat 00 
the groimd, then erecting them into place ; second, con- 
structing the fonns in the actual position in which they 
are to be used. 

The first method is desirable when the type of construc- 
tion is extremely simple, and is advantageous in that the 
units can be taken down and re-erected a number of times 
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without any serious damage to the lumber. Care must be 
taken in constructing forms of this type to make them 
absolutely flat so that when lifted they will not assume a 
warped position. In building forms in position] a guide 
board should be placed in the position indicated at A, Fig. 
31, so that when the in^de form is erected the inner face of 
the fonn sheathing will be exactly coincident with the 
inner face of the foundation wall to be constructed. With 
this as a base, the erection of the forms proceeds as illus- 
trated in the figure. 2 X 4's, or if the wall is unusually high, 



Fig. 31. — Foondation-wall Forma in Finn SoO. 

2 X 6's, are fastened to this guide board at the bottom and 
a cross-piece consisting of the top piece of the sheathing is 
nailed on to keep the vertical 2 x 4's in their place at 
proper distances apart. The vertical a X 4's are then care- 
fully plumbed and fastened securely in place by the braces 
B extending between the upper end of the 2 X 4's and stakes 
driven into the ground ; the remainder of the sheathing is 
nailed on, keeping it straight at the bottom. After the next 
form wall has been erected, construction of the outer one 
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is comparatively simple, care bdng tak&i to keep the two 
the proper distance apart. If a small footing is desired 
it can be easily obtained by leaving out the bottom board 
of the sheathing on each side so as to permit the concrete 
to spread into the trench, which may be widened at this 
point. 

If the soil is comparatively stiS, it may not be necessary 
to erect an outer form for the entire height of the foimda^ 
tion wall. By referring to Fig. 22, the method to be em- 
ployed in this case is very easily imderstood; the inner 
form wall is con- 
structed in a manner 
^milar to that de- 
scribed previously 
and that portion of 
the wall extending 
above the ground is 
inclosed on the out- 
^de by a q>ecially 
constructed and 

^ ^. . T, *". . .,^ braced form. When 

FIG. 93. — Simple FoundatioD-wul Foims. , r , • ■ 

the foundation is 

being constructed for a building such as a bam with no 

basement but with the foundation wall extending up a foot 

or two above the ground line, both the inside and out^de 

wall forms are constructed in the same way, as shown in 

Fig. 23. 

It must be borne in mtnd that the forms are to be removed 

when the concrete has set, and that some provision must 

be made for their easy removal. When there is only a 

narrow space between the form and the earth wall this 

provision should be some means which will result in the 

least damage to the lumber. In order more firmly to hold 
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the forms in place it will be well to wire the inside and out- 
side sections together by running a wire through the sheath- 
ing and around the studs at intervals and after spadi^ 
blocks of proper length have been inserted between the 
fornis twist the wire up tightly. When the forms are re- 
moved these wires can be easily cut with pliers and the 
wires left in the concrete wall. The spacing blocks are 
removed as the concrete progresses by knocking them loose 
and takii^ them away. 

In buildings of large dimensions the cost of the lumber 
for forms is likely to be rather high, and to keep it reduced 
it may be found advisable to build the 
form in units with a length equal to 
the stock length of the sheathing 
boards ; the foundation wall can then 
be constructed in sections. End 
blocks can be put in the forms of 
such a shape that succeeding sections 
of concrete wdl can be made to inter- 
lock with the one that has just been 
built, as shown in Fig. 24. Unless a Fro- 34. — Method of 
very large force of men is employed ^"^^ ^"" ^'"'^ 
four to six such unit sections will be found sufficient to keep 
the men busy since the forms can be removed and used 
again when the concrete has hardened sufficiently. 

Mixture. — Since concrete has its maximum strength in 
compression and since practically the only strain to which 
the foundations are subjected is compression, a compara- 
tively weak mixture can be used. It is essential of course 
that good clean materials shotdd be employed and that they 
should be proportioned well. However, excellent founda- 
tions have been constructed of proportions of one part of 
cement to seven or eight or even ten of clean, well-graded 
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pebbles. The necessity, which does not always exist, for a 
waterproof foundation tenders advisable the use of a 
rich, well-proportioned mixture, or the employment of some 
commercial fonn of waterproofing. 

In foundation work it is often possible to increase the 
size of aggregate up to several inches, which would not be 
possible in many other cases. The employment of small 
boulders from which all adhering dust and dirt has been 
removed is also possible and will result in cheapening the 
concrete to a considerable extent. 

Residence Foundation Walls. — Concrete is b^inning to 
be recognized as an excellent material to use in the con- 
struction of foundation walls for 
residences. The methods that have 
been previously described for the 
erection for the foundation wall forms 
can be utilized, care being taken, of 
course, that the top edge of the wall 
is kept perfectly level. A simple 

Fig. J5. — Sui4>ie Level device which will aid in main taining 
Made d Hose and Glass - , , ^ _, - .,i i_ ^ j ■ 

^bing. tiie level top surface is illustrated m 

Fig. 25. It consists of a rubber 
tube of 25 or 30 feet in length into each end of which has 
been inserted a glass tube. This can be extended along 
the line of the fomidation and ^ed with water. The level 
of the water in the two glass tubes will, of course, coincide 
and can be used as a gauge on differwit parts of the founda- 
tion. 

Foundation walls for residences usually extend a sufficient 
depth into the ground to provide the walls for the basement, 
the footing of the walls being made below the floor level 
of the basement. F^. 26 illustrates one way of obtainii^ 
a waterproof joint between the foundation wall and the 
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basement floor. The inner angle between the footii^ and 
foundation wall is given a heavy coating of pitch or aE^hal- 
tum and the concrete base- 
ment floor is laid up into 
this. 

A variation of the ordinary- 
foundation wall is shown in 
Fig. 37 in which the footing 
is extended and brought down ^°- "6- - Watwprorf joint be- 

, tweea FooUng and Floor. 

m such a way as to form a 

basement shelf. This shelf will be foimd to be extremely 
convenient in a residence basement, especially when the base- 
ment floor is being scrubbed. 
The shelf should not be so 
high that lifting of objects 
i^ on to it will be difficult ; 
2J feet is usually ample. 
This arrangement of wall 
„. has another advantage in 

- ^ that while it gives a wall 

„ _. * of ample strength, less ex- 

F.o.',.-B»o..M SMI M,>d. by '^^'■^S »"<I l=ss Concrete 
EztcDding Footing. is necessary to construct it. 

Walls 
TTiere are several types of walls which can be utilized in 
the construction of farm buildings. In all of these must be 
observed the general requirements that the wall must be 
made sufficiently rigid to support the strains to which it 
b subjected, that it must be practically water-tight, and 
that under certain conditions, it must present an attractive 
appearance. The difference in the walls lies in their method 
of manufacture, and a decision as to the tyjie to be em- 
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ployed can be arrived at only after consideration has been 
given to the nature of the construction into which the walls 
are to enter and to the material and equipment at hand. 

TTie tyjies of walls which can be most easily utilized for 
farm buildings are : monolithic, block, unit slab and column 
type, and plaster. Each of these types will be taken up 
and their construction described in detail. 

Monolithic Walls. — In the construction of monolithic 
walls the same general procedure is followed as in the con- 
struction of monolithic foundations with the exception that, 
as requirements make it necessary, a certain amount of rein- 
forcing is located in the concrete to resist transverse or 
bending stresses. It must be borne in mind that rein- 
forced concrete used in an extensive way is a proposition 
to be handled by the e]q)erienced engineer and should not 
be attempted by the layman if he is desirous of obtaining a 
safe structure. 

Perhaps the most difficult part of the construction of 
monolithic walls is the arrangement and erection of forms. 
This is done in much the same manner a^ the preparation 
of the forms for monolithic foundation walls. Exceptional 
care must be exercised because the superstructure wall 
is usually thinner than the foundation wall, and unless 
some special subsequent finishing is to be done, the surface 
of the concrete must be left in such a condition as not to be 
iinsightiy. The wall forms may be arranged in two ways ; 
first, in units or sections; second, the erection of large 
portions of the forms in non-separable units so that when 
they are removed they must be completely dismantied. 
They may be either of wood or metal. The wood forms 
are perhaps the most practical when only a comparatively 
small amoimt of concrete work is to be done. In the hand 
of a contractor, forms of this kind would be practically 
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useless ; so he makes use of the more pennanent forms which 
can be used over and over again with little harm resulting 
to them. 

In the selection of lumber for the construction of forms 
it is advisable to use lumber that is not well-seasoned or 
that has been thoroughly soaked with water before being 
built into the forms. The purpose of this is to prevent the 
expansion which will follow the absorption of moisture 
were dry wood used in the forms. White pine, fir, spruce, 
in fact any type of cheap soft 
lumber serves very satisfactorily 
for the surfacing of the forms. 
For braces, struts, etc., it is 
better to use some stiff rigid 
lumber such as hard pine, or 
oak. While it is not necessary 
to specify absolutely clear lum- 
ber, it should be carefully se- 
lected to see that there are no 
unusual places nor cracks nor 
loose knots in the wood, because 
the hydrostatic pressure of the fonn Boards 
concrete is considerable and the "^' 
additional pressure resulting from tamping and jarring might 
cause the forms to fail. The boards which form the surface 
of the forms should be surfaced on one side so that the con- 
crete will be smooth, and on two edges so that form boards 
may fit up closely together. If a slight bevel is given to 
one edge of the board it may obviate bulging of the boards 
as the result of swelling in case lumber that is a littie 
dry be employed in the forms ; the expansion will quickly 
be taken up by the few fibers of the wood which are sub- 
jected to compression. This is illustrated in Fig. 28. 



8. — Beveled Edges on 
> Prevent Waip- 
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For light work, i-inch stuff will be suffidaitly stroi^, 
provided the outside braces are located at sufficiently close 
intervals. If there is any danger that the walls will be 
thrown out of alignment as a result of bulging of the 
boards, z-inch stuff should be used. This will require 
bracing on the outside at three or four foot intervals for a 
wall eight or ten feet high. The arrangement of the forms 



Fia. 19. — Fonns for Low Wftll. 

is a matter that may call for considerable ingenuity, but a 
little experience in handling them will soon teach one the 
simple way of meeting the problem that arises. In Fig. 
29 is shown an excellent way in which the forms for an ordi- 
nary wall can be erected. 

Metal forms which are used in the construction of mono- 
litiuc walls can be made at home u^g sections of No. 18 
or 20 gauge galvanized metal or even heavier nailed upon a 
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frame of2X2or2X4 stuff. This, too, admits of the 
exercise of considerable mechanical ingenuity, and in fact 
all labor-saving commercial wall forms have been evolved 
from some simple beginning in the way of an idea which 
was found to facilitate operations. There are various com- 
panies manufacturing different lunds of metal forms which 
can be foimd in the advertising pages of almost any concrete 
periodical. The employment of commerdal forms is 
advisable when the construction of walls of any extent is 
projected. 

The location of window and door frames may be done at 
the time that the forms are put in place and the concrete 
poured directly around them. This mak.es a very close 
joint between the concrete and the frames. However, it is 
entirely posable to arrange the forms in such a fashion 
that openings of the proper size will be left for the window 
and door frames, which can be fitted in later. A small 
clearance should be provided in making the opening and 
this clearance space is to be filled in with a mixture of rather 
stifF cement mortar when the frames are finally set in place. 

It is very often the case that the work is of such a magni- 
tude that not all the concrete can be placed in one contin* 
uous operation. Under such . . i ^ -!^^^Km m M ^m i.fi < ^>. 
conditions, joints must be made . * * i't'^yEtS^^- '« ' * 

between the adjacent placings 

, ^ . r Fig. 30.— Jrining WaU SecUons. 

of concrete m such a manner 

as not to destroy the efficiency of the wall in any way. It 

may be possible, if the wall is not too h^h, to cast it in 

vertical sections of various lengths, for instance, as one 

side of a building. In order that the adjacent sections of 

the wall may be properly keyed one into the other, a sort 

of a toi^ue-and-groove joint can be made by anploying 

the device shown in Fig. 30. If it is desired to make 
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this joint waterproof the surface of the old concrete can 
be given a thick coating of asphaltum to which the new 
concrete will adhere. The same device can be used in 
joining walls to floors or roofs to walls without any special 
difficulty. 

If for any reason it has been impossible to ^ in one 
continuous operation a section of forms that has been 
erected, the surface of the old work stiould be left as rot^ 
as possible. When work is renewed, the old work should be 
thoroughly cleaned ofi, roughened with a. pick, and thor- 
oughly wetted down, previous to the implication of a cement 
wash. Before the cement has had any opportunity to dry 
the new concrete should be applied, and if care has been 
taken, a successful union of the old and the new concrete 
will result. 

Wali Reinforcemmt. — Ordinarily monolithic concrete 
walls in small buildings will not require any reinforcing, 
but provided good construction is practiced, a considerable 
saving in materials can be effected if a small amount of 
properly-placed reinfordi^ is employed. Hie reinforcing 
rods may be of almost any type, provided the cross-sectional 
area is sufficiently great. Since the purpose of the rein- 
forcing is to increase the strength of the concrete, it is 
obviously bad practice to use anything but a good grade of 
steel. 

The rdnforcement of the walls in a large structure should 
be left to an experienced engineer ; for small buildings the 
following will prove adequate. When the walls are less than 
8 inches in thickness, single reinforcing consisting of |-inch 
rods spaced 24 inches apart center to center, both vertically 
and horizontally, is used. When the walls are 8 inches or 
more up to 10 inches, the same spacing may be used, but the 
size of the rods should be increased to J inch. For walls 
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up to 12 inches in thickness, a double reinforcing consisting 
of two sj^tems of |-inch rods near the inside and the out- 
side of the wall will be suflSdent. At every inter- 
section of the reinforcing tie wires shoi 
to unite the reinforcing into one large 1 
Where lapping is necessary the lengl 
should be 64 times the diameter of the 
to ^ve firm bond on the ends of the reii 
Comers need to be especially heavi 
and some means similar to that 
employed in Fig. 31 should be 
employed. In a rectai^ular build- 
ii^ the comers are quite liable 
to open up as a result of shrink- 
age cracks. Window and door openings also require special 
reinforcing as is illustrated in Fig. 32. 




Fig. 33. — Where to Locate Wall Rduforcement. 
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Concrete Block Walls. — The construction of concrete 
blocks will be described in a subsequent chapter; they afford 
a very flexible and easily applicable material for tiie con- 
straction of walls for small buildings. The main advantage 
in the employment of concrete blocks lies in the fact that 
no forms are necessary and that the work can be carried 
on with considerable rapidity. The wall to a certain extent 
will possess the advantages and disadvantages which per- 
tain to the blocks themselves. 

Foimdations can be constructed using concrete blocks in 
a manner similar to the construction of brick foundations. 
The footings for a concrete block foundation wall may be 
either monoHthic or block construction ; in case blocks are 
used for the construction of the footing it is well to spread 
a layer of cement mortar in the bottom of the trench to 
provide a good footing for the blocks themselves. The 
principal objection to the employment of concrete blo(^ 
in foundation walls is derived from the fact that it is diffi- 
cult to make a concrete block waterproof, and consequentiy 
in basements and similar places the leakage of water through 
the wall may prove annoying. 

Laying up the blocks into a wall b a matter which requires 
a littie practice. TTie work will proceed very rapidly once 
the workmen have acquired a little dexterity, and there 
is no reason why they should not do a quality of work practi- 
cally as good as that of an e^erienced mason. The pre- 
cautions to be observed are to drench the blocks thoroughly 
with wat^ 30 that they will not absorb moisture from the 
mortar and to be certain that the wall is kept properly 
aligned both horizontally and vertically. The joints 
between the blocks should not be over \" ; this is amply 
sufficient. Tte comer blocks should of course be laid first 
and the wall continued toward the middle. If the wall is 
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likely to be subjected to any couidderable lateral presstire 
it is desirable that adequate reinforcing be located between 
the blocks in the mortar joints. 

In the arrat^ement of the blocks the same plans can be 
followed as in the laying of stone masonry. Blocks of even 
height can be used to maintain the ashlar type of masonry or 
if different sizes of blocks are used, the wall can be laid up 
in broken ashlar. Since concrete blocks are made in almost 
every conceivable variety or size and type it follows that 
the variety in siurfaces of concrete block walls will be equally 
variable. 

Plastered Walls. — An extremely efficient and ample 
method of wall construction is that used in the type of wall 
called the plastered wall. In this, some form of continuous 
metal reinforcing, of which there are so many different 
types on the market, is plastered on one or both sides to 
form a comparatively thin wall of concrete and steel. 
Either ^ngle or double wall construction can be employed, 
and it is comparatively easy to construct a double wall with 
a dead air space that will act very efficiently as an insulator 
of both heat and cold. 

A wall of this type will require a certain amount of fram- 
ing; this framing can be acccmiplished either by setting 
up frames of wood or steel, or by reinforced concrete 
columns and beams. Ilie latter is probably the best 
method, though perhaps not the cheapest. The method 
of construction of concrete columns and beams will be 
described later. 

Metal reinforcement of the plastered wall should be 
applied to the frame so as to stretch it well over the entire 
area, because if this is not done the pressure which is neces- 
sary to apply the first coat probably will bend the reinforce- 
ment or metal lath, givii^ the wall an uneven surface. 
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Most cramnerdal types of metalKc rdnforcement have 
some provision for stiffening so that the fault of bendii^ is 
remedied to a great extent. 

The cement mortar which is employed to give body to 
the wall is usually applied in three coats, none of which 
should be over ^ inch thick. The first coat, which should 
contain approximately one pound of hair to a bag of cement, 
is made of i : 2 mixture of cement and sand and is applied 
with a rather firm pressure in order that the mortar may be 
forced into the interstices of tbe reinforcement and form a 
good key. Ilie surface of the first coat should be brought 
down to a true plane, and before the mortar has hardened 
should be gone over with a pointed scratchii^ tool to 
roughen the surface so that the succeeding coat will have a 
good base upon which to adhere. The second and third 
coats need contain no hair and each consecutive coat should 
be apphed as soon as possible upon the preceding coat before 
hardening to any extent has occurred. The final coat may 
be applied so as to ^ve any one of the special finishes which 
are described in the discussion of stuco). 

Plasterers are prone to insist upon the use of lime in the 
first and sometimes in the succeeding coats, but this is not 
advisable on account of the danger of getting unslaked 
lime into the mixture. If lime must be used it should be 
mixed with a considerable quantity of water so as to form a 
liquid mass, then strained through a rather fine deve, 
allowed to settle, and the surplus water drawn off. llie 
resulting wet mass of lime is known as lime putty and if 
kept damp will keep indefinitely and not become hard. A 
small quantity of this lime putty can then be mixed with 
cement mortar, the advantage claimed for it being a 
smoother working under the trowel. 

Extreme care should be exercised in mdntaining the 
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constancy of proportions both of the canent and the 
materials so that no appreciable difierence in color will 
present itself in the finished wall, lliis applies, of course, 
only to the finishing coat Cement plaster has a tendency 
to intensify even a very small difference in shade which 
may be caused by a slight inaccuracy in proportioning, 
and even with the greatest of care, large wall surfaces 
will sometimes show the location of every different batch 
of plaster that was applied. The various coats of plaster 
when applied should not be allowed to dry rapidly for if 
rapid drying occurs, shrinkage cracks are almost sure to 
develop, thus destroying the efficiency of the wall. The 
plaster should be properly protected from the sun and dry- 
ing winds, by hanging a heavy canvas or burlap cloth in 
front of the wall and keeping it damp until the plaster 
becomes quite hard. 

Column and Slab Walls. — This type of wall construction 
is a method that lends itself particularly well to the am- 
strucUon of small buildings. As 
the Dame implies the wall is 
made of columns si^porting thin 
slabs of reinforced concrete. The 
columns for a single story build- 
ing should not be less than 7 
inches square and should be re- 
inforced with a ^-inch rod in 
each comer. The slabs which 
are approximately 2 inches thick 
are cast in -special forms and 
should not be over r6 square 
feet in extent. 

Fig. 33 shows the principle of the construction. As seen 
in the illustraUon the columns are grooved to admit the 
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slab. Comer columns will have this groove on two adja- 
cent »des and since this weakens the inside comer somewhat 
it is advisable to make the comer colmnns at least dght 
indies square. A form for the construction of the column is 
shown in Fig. 34. The slab form consists of a frame of 
3 X 4'3 firmly braced and laid upon any flat surface i^n 
which the concrete can be 
poured. A piece of ordi- 
nary building paper forms 
an excellent bottom for 
the slab forms, llie re- 
k inforcing of these counts 
of i-inch rods extending 
lengthwise through the 
slabs and spaced about 
4 inches apart; the two 

Fig. 34. — Fonns for Casting Columns. 0"**^ °^^ ^^^ ^ i^ch 

from the edge of the slab. 
Cross rods of ^-inch stock are located at intervals of i foot 
and firmly tied to the longitudinal rods. The horizontal 
edges of the slabs may be made so as to interlock, that is, 
making one edge convex and the other edge correspondingly 
concave so that when two blocks are placed together a 
sort of tongue-and-groove effect is obtained. 

In erecting the columns and slabs the former are set 
upon a concrete curb at least i8 inches deep and as thick 
as the columns themselves. Sometimes two or more of 
the reinforcing rods of the column are left to extend 
three or four inches beyond the end, and when the column 
is set upon the curbing the reinforcing rods fit into holes 
drilled into the foundation wall. After the columns have 
been firmly located the slabs are carefully lifted and slipped 
into place with a convex edge upward. Some sort of small 
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crane is desirable to use in this connection because the 
greatest strain conies upon the columns and slabs while 
they are being put in place. After the colunins and slabs 
are all in place the cracks can be filled with a rich mortar, 
thus effectually sealing them. 

Concrete Roofs 
Roofs for small concrete buildii^ can be very handily 
made of concrete. Where the building is ol rather large 
aze the layman should not attempt its design, but leave this 
to one of more experience. In small buildings all that is 
necessary for constructing a simple roof is to set up a 
form nearly horizontal with sufficient supports below, and 
place the concrete directly upon this. The accompany- 
ing tables will indicate the thickness of the roof slabs and 
also the amount of reinforcing required to give them suffi- 
cient strength : 







Thickness or Roof Slabs 


IN Inches 




WmramFMr 


LDiora 0. Roo. m Frar mwEDi Cmna Limb ca Wau. 


ofWaus 


4 It. 


eft. 


sit. 


lof^ 


I2lt. 


..ft. 


16 it. 


4 ft. 
6 ft. 
8 ft. 
■Oft. 

13 ft. 

14 ft. 
i6ft. 




jto. 


9 in. 


.Jin. 
3 in. 


2im. 
.Jin. 
3iin. 
3jin. 


jiin. 

Sin. 
3iin. 

4 in. 

4 in. 


.§in. 

3 in. 
3iin. 
4»in. 
4jin. 

Sin. 


.Jin. 

3 in. 

4 in. 
4jin. 

Sin. 
Si in. 
6 in. 



Load = Weight of roof + 50 lb. per sq. ft. 



There are certain concrete products which are adaptable 
to concrete roof construction. Among these are concrete tile 
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and concrete shingles. Concrete tile are made in shapes 
and sizes gimilar to clay tiles and are used in much the same 
fashion. Their cost is approximately the same as that 
of day tile and they may be colored in imitation of the clay 
tile, llie concrete shingles are thin slabs of a rich mixture 
of concrete provided with perforations so that they can be 
attached to the sheathing. A nmnber of different types are 
in use and seem to be giving a fair degree of satisfaction. 
Some types of shingles have mixed with the concrete a 
certain amount of asbestos, making them tougher than 
when made of plain concrete. 

The advantage of the concrete roof lies in the fact that its 
cost is not excessive, it does not need to be replaced, and 
when properly made it is waterproof. In addition to this 
it is fireprdof and when everything is considered it can be 
easily seen that this type of roof is an especially advanta- 
geous one to use. 
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CHAPTER IV 
PAVEMENTS, FLOORS, SIDEWALKS, STEPS 

Pavements 

Much has been said and written about tlie value and 
desirability of concrete as a material for the construction 
of pavements. Some of this has been extremely favorable, 
while some has been equally derogatory. Authentic 
records seem to show that when the prc^>er precautions 
are exercised, as should always be done in any type of 
concrete construction, the numerous objections to concrete 
pavements are difficult to support. Since the use of con- 
Crete as a construction material is much newer than most 
of the materials used in pavement work, there is not a 
wealth of data at hand from which conclusions can be 
drawn ; but in a number of cases where relative data are 
obtainable, the concrete pavement has completely and 
thoroughly justified itself. 

The practice and experience of Wayne County in Mich- 
igan is one of the best examples of what can be accomplished 
by the use of concrete in the proper way. In this county 
the construction of concrete pavements began with the 
building of a few miles of sample roads ; to-day the commis- 
sioners cannot build the roads fast enough to meet the 
demands of the people, so intensely popular has this type 
of pavement proved in that locality. The Wayne Coimty 
commissioners attacked the proposition in a sane, business- 
like way and have learned a great deal by experience from 
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Fig. II. — A Small Concrete MUer. 



Fig. 35. — A Stretch of Concrete Road in Wayne Co., Michigan. 



by Google 



by Google 



PAVEMENTS, FLOORS, SmEWAtES,-£ffiES* -loiA' 

which otliers may now reap tlie benefit. Throu^out the 
United States are numerous examples of small strips of 
concrete pavements that were installed with the idea of 
subjecting them to difficult traffic conditions and almost 
invariably these installations have been very successful. 

In order that a highway may serve with the best efficiency 
for the greatest length of time it should possess the fol- 
lowing qualifications : 

I. A firm unyielding base. 

3. An elastic intermediate foundation. 

3. Permanent wearing surface. 
The history of highway construction shows tbat these 
principles have been understood as far back as the times 
of the Romans, when four course highway construction 
was the best practice. These four courses consisted first, 
of large stones laid in a lime mortar ; next, a concrete of 
lime and broken stone well compacted ; this was covered 
with another layer of loose concrete, upon which was placed 
the final wearing course of flat stones fitted to close joints, 
and laid in mortar. The total thickness of these four 
courses sometimes reached three feet and as an evidence 
of the thoroughness of the construction, there are found 
sections of the old Raman roadways in use to-day. 

The advent of the automobile has put an entirely dif- 
ferent aspect upon modem highway construction. Hie 
suction occasioned by the rapid passage of inflated pneu- 
matic tires results in the gradual disintegration of road 
materials that are not dense and completely compacted. 
Macadam pavements which have for so many years been 
the standard highway construction were quickly destroyed 
by automobile traffic and a type had to be perfected to take 
their place ; it seems that concrete is an excellent substitute. 

The value of concrete as a paving material is due to 
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several things. Prop^ly made concrete is practically per- 
manent and strongly resistant to even very heavy wear. 
Automobile traffic has practically no effect upon it. Sin<» 
concrete can be laid almost perfectly smooth, the road 
surface will contain no projections or indentations which 
so often in other types of pavements produce an annoying 
vibration. A very slight cross-grade is sufficient to give 
good drainage to the surface of concrete pavement, there- 
fore increasing the comfort of those riding upon it. Hie 
cost of concrete is not excessive and compares very favor- 
ably indeed with other types of paving materials ; in fact, 
in most cases, ggaiiTning equal qualities, concrete is con- 
^derably cheaper not only in first cost but in maintenance. 
Last, but not least, must be mentioned another attribute 
of concrete in which an economical advantage results 
from the use of local materials and the employment of 
local labor, thus insuring that the greater part of the money 
appropriated for the construction of the pavement will be 
spent in the locality where it is raised. 

Types of Concrete Pavements. — TTiere are in reali^ only 
two essentially different types of concrete pavements, the 
one course and the two course. Of these two types there 
are several variations, the distinctions in each type being 
rather vague and consisting mainly of difference in ma- 
terial and in method of manipulation to get the desired 
results. In the one course pavement the entire pavement 
is constructed of the same rather rich miiture throughout 
and the entire layer is placed at once. The two coiu-se 
type provides for a thick bottom layer of a slig^tiy leaner 
concrete than would be used in the one course type and 
on top of this is placed a second layer of very rich mixture 
of cement and fine crushed granite or other tough and dur- 
able aggregate. 
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The selection of the type of the pavement to be con- 
structed will depend more upon local conditions than upon 
anything else. Both types of pavements give excellent 
results in practice, the single course type being somewhat 
chei^jer than the two course type. If the proper aggregate 
is readily available a ^ngle course pavement is probably 
the best type to use, but in regions where the aggregate 
must be imported it will be just as well to construct a 
two course pavement using cheaper aggregate for the bet- 
tom course and makii^ a thin layer of the more racpensive 
aggr^ate for the top wearing course. The one course 
pavement, however, has provra remarkably successful 
and is usually preferable when conditions admit 

The inclusion of reinforcement in the pavement compli- 
cates construction methods somewhat. This rdnfordi^ 
usually consists of some sort of woven wire cloth and its 
use necessitates the placing of the layers of concrete con- 
taining it in two operations. In this case the labor cost 
of the single course pavement is very likely to approximate 
closely that of the two cotirse construction. The cost 
of concrete pavement, since it is influenced by so many 
outside factors, cannot be stated with any d^;ree of accu- 
racy. First class durable pavements have been constructed 
at a cost as low as one dollar per square yard, and from this 
TtiitiiTniiTn, a variation in price has been paid up to two 
dollars or perhaps a little higher in a few instances. It 
seans that $1.65 or $1.75 will cover the cost of ordinary 
good construction. 

Foundation. — The first essential for good pavement 
construction is an adequate and substantial foundation. 
Hie surface should be made smooth, firm, and unyielding 
at every point and should be thoroughly compacted by 
using a heavy roller. If any fill is made in spots this 



zecbvGoogIc 



104 FARM CONCRETE 

should be espedally finnly compacted since it is very diffi- 
cult to get this fill brought up to the same d^ee of firm- 
ness as exists in the suiroundingTsoil which has been com- 
pacted by traffic and weather conditions for years. Unless 
the foundation is made unifonnly resistant, the strains 
to which the pavement will be subjected will not be dis- 
tributed evenly, and imsi^tly and destructive cracks 
are almost certain to form. The foundation should be 
carefully inspected before any concrete is placed upon it 
and if the concrete materials are hauled upon the founda- 
tion after the first in^>ection, a second inspection must be 
^ven after the haulit^ has been completed. 

Drainage. — The matter of drainage should be given 
spedal attention, because it is absolutely essential for the 
successful maintenance of the pavement that water be 
prevented from seeping in and standing beneath it. If the 
foundation becomes soaJced it is likely to settle and crack- 
ing of the concrete will almost invariably result. Adequate 
drainage can usually be provided by well constructed tile 
drains or open ditches at the side of the road. The prep- 
aration of a sub-base is usually necessary, though occa- 
sionally some very firm soils are found upon which the con- 
crete can be placed directly with a reasonable degree of 
safety. In most cases, however, it will be necessary to 
make a £11 of fr<mi four to six inches of gravel or cinders 
and to compact it very thoroughly before the concrete 
is placed upon it. This acts as a sort of cushion for the 
layer of concrete besides giving excellent drainage for the 
small amount of water which might gain entrance beneath 
the concrete. This sub-base should be placed upon a 
crowned foundation and the sub-base itself given a sUght 
crown. After the sub-base has been properly compacted, 
the pladi^ of the concrete may be begun. 
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Proportions and Placing. — The mixture that is recom- 
mended to be used in the construction of a one course 
type of pavement is a 1:2:3 mixture of cement, fine 
^^regate, and coarse aggregate, no particles larger than 
those passing through a one-inch ring being permitted in 
the coarse aggregate. Hie only forms that will be neces- 
sary will be planks of the proper width placed along the 
sides of the proposed pav^nent. The width of the pave- 
ment will vary according to conditions and the crown will 
in turn depend upon the width. If the surface is properly 
finished, a crown of one-quarter inch per foot is usually 
sufficient. Occasionally, especially in the case of narrow 
pavements, the concrete is laid directly upon a flat sub- 
base and the crown obtained by increasing the thickness 
of the concrete at the middle, thus giving the additional 
strength where it is needed. 

The mixture is made rather wet so that it can be easily 
handled. Too wet a mixture, however, should be avoided 
as it injures the strength of the concrete. A consistency 
equal to that of mortar for plastering will be satisfactory. 
In placing concrete the work should continue until a sec- 
tion is completed and should not be stopped at any point 
between the expansion joints, for if this is done unsightly 
cracks are almost certain to appear where the work was 
stopped. The concrete, having been placed as evenly 
as possible in strips across the width of the pavement, 
is further smoothed out by the use of a striker board ; 
and if the pavement is of a one course type, this operation 
will be followed by the tamping and finishing with a wood 
float. If the two course type is' employed, the concrete 
is brought down to a reasonably smooth surface and slightly 
tamped so as to compact the bottom layer well before the 
wearing coat is placed. Care should be taken that the 
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pladog of the second coat occurs as soon as possible afto: 
the first layer has been deposited since it is essential that 
a firm bond be made between the two layers, and this 
cannot be accomplished if the cement in the first coat 
has become set; this will usually occtir within forty-five 
minutes. The edges of the pavement should be beveled 
so there will be no sharp square comers that might be broken 
off by the action of traffic; this beveling must be done 
before the concrete has set in order to prevent any reduc- 
tion in its strength or durability. 

Expansion Joints. — A very necessary factor in the 
sutxessful construction of concrete pavements is provision 
for expan^on ; improper expansion joints have been the 
cause of the ruin of many otherwise good concrete pave- 
ments. The expansion joints are usually located about 
30 feet apart and are about i inch in width, bdog ea^y 
formed by the removal of a i-inch board after the concrete 
has set ; the ^ace thus formed is subsequently filled with 
an asphalt filler. The edges of the concrete at the eq>an- 
sion joints are protected by means of angle irons or other 
specially prepared comer irons fastened into the concrete ; 
were this not done the comers would gradually break off 
and a depression extending dear across the pavement 
would soon be in evidence. Sometimes the expansion 
jomts are placed diagonally across the pavement at an 
angle of about 60° to the side of the paving. The 
angularity of these ei^ansion joints is oppo^te in ad- 
jacent joints, i.e., as the observer stands facing the side 
of the pavement, one joint will swing to the right, the 
next to the left. The advantage claimed for this arrange- 
ment of joints is that in case any excessive expansion 
of the concrete does occur, the blocks will slip past each 
other slightly. Another advantage ^ that two wheels 
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of vehicles will not hit the expansion joint at the same 
time. 

Thickness. — TTie ordinary thickness of the single course 
pavement varies from 5 to 7 inches, the latter figure, of 
course, giving the strongest pavement ; 6 inches is per- 
haps sufficient for ordinary traffic. In the two course 
pavement the lower course may be made 5 or 5)- inches 
thick and a second course sufficiently thick to bring the 
total up to 7 inches. TTie second coat in the two course 
pavement is finished much as sidewalk is finished except 
that only a wood float is used so that the surface will not 
be too smooth. 

One objection to the concrete pavement is that it is 
noisy. This is more or less true, but the noise occasioned 
by traffic ruiming over concrete pavement is less than 
that of a brick pavement. A construction by which prac- 
tically all noise can be eliminated and by which the same 
results can be obtained as with an asphalt pavement is to 
coat the surface with a layer of pure asphalt an inch or 
two in thickness, or, as is more commonly done, to make 
the coating a mixture of asphalt and fine gravel or crushed 
granite. This partiailar surfadng is very elastic and suffi- 
ciently soft to reduce the noise of traffic to a minimum. 
It is quite durable and when mixed with the proper amount 
of gravel or granite will resist ordinary heavy wear. It 
has been found to be highly desirable in parks, etc., where 
very heavy traffic does not occur. 

Floo^ 

Concrete floors can be used to advantage in a number 

of places on the farm. They are especially valuable in 

the construction of dairy bams where sanitation is the 

kejrnote, but they can be used successfully on almost any 
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building. Concrete feeding floors have thorou^y proven 
their worth in feedii^ operations, both in sanitation and 
in a savii^ of the feed. The main ideas to be borne in 
mind in the construction of concrete floors are that they 
should be made of a medium rich mixture ; that they should 
be placed on a good foundation ; and that they should be 
properly protected from heavy loading, direct sunli^t, 
and hot winds for a week or two after they have been 
completed. 

Foundation. — The first essential of a good concrete 
floor is a properly prepared foundation. In some firm 
soils it is possible to locate a thin concrete floor directly 
upon the soil without the construction of a sub-base. 
When this is done the soil must be scraped off to a level 
surface and thoroughly tamped or rolled with a heavy roller 
so that there will be no yielding spots under the floor. This 
practice is not to be recommended for the construction 
of heavy floors nor for any floors upon which even a moder- 
ately heavy load is likely to come. For ordinary floor 
construction it is much better to put in an adequate sub-base 
of gravel or cinders upon the soil and compact it very firmly ; 
this not only gives a solid sub-base, but provides excellent 
drainage beneath the floor itself, which is a factor not to 
be overlooked. In preparii^ the sub-base it must be 
known whether the top surface of the floor is to be higher 
than the surrounding ground or whether it is to be level 
with it ; in the latter case proper provision must be made 
to bring the floor to the reqiured level by making the 
necessary excavation. 

Most floors are constructed of two courses of concrete, 
a bottom course made of a three part mixture of cement, 
sand, and coarse aggregate and a surface coat made of 
cement and sand, usually of a rich mixture. The one 
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Fig. 36. — A Feed-lot Paved with Concrete. 



Fig. 37. — No Feed is I^ost on this Floor. 
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course floor, however, has been used very successfully in 
bams and for feeding floors. When the one course type 
of construction is employed the whole mixture is generally 
made richer than the bottom course of the two course 
floors. 

Thickness. — The thickness of the floor will vary with 
the purpose for which it is to be used. In a small poultry 
house where no severe loads will ever come upon it, a 
floor three inches thick is amply suf&dent for all needs. 
It is well to reinforce such a thin floor with wire nettii^, 
this being placed between the flrst and second coats, but 
not so as to prevent n good bond between them. In base- 
ments, milk houses, and buildings of such a character a 
four-inch floor is usually sufficient, the bottom course in 
this case being three inches thick. Bam floors are gen- 
erally made thicker, the concrete under horse stalls being 
at least six inches thick and under cow stalls five inches 
thick, the bottom layer being five inches and four inches 
in thickness respectively. Feeding floors or any floor 
over which a loaded wagon is likely to be driven should be 
made at least 6 inches thick. 

Construction. — Arrangements should be made so that 
floors of small extent can be finished in one continuous 
operation. Larger floors must be laid out in sections and 
the miTing so regulated that the second course can be 
applied before the first course has begun to set, for unless 
a firm bond exists between the two courses, the floor is 
likely to fail, due to the separation of the upper course 
from the lower, followed by the breaking into pieces of the 
upper course. Small floors need not be divided up into 
sections; large floors should be so divided, the sections 
varying in size from 3X3 feet to ro X 10 feet, though 
sections 6X6 feet will usually be found to work more satis- 
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factorily. The divisions between the sections should 
extend through the entire floor, with little or no connec- 
tion between the adjacent sections. The purpose of these 
divisions is to provide opportunity for expansion and con- 
traction and to prevent the foimation of unsightly cradts 
across the surface of the floor itself. If the floor is greater 
than 25 feet in either direction, an expansion joint one 
inch wide should be provided and this filled with asphalt 
such as is done in the case of concrete pavements. 

VariousmethodscanbefoUowed in the arrangement of the 
forms which are necessary in floor construction; one of 
these is illustrated in Fig. 40. Dimensions of the floor 
having been ascertained the size of the sections Is calcu- 
lated. The sections should be uniform in size. 2 X 4's, or 

Fio. 40. — Fladng Concrete in Alternate Blocki. 

2 X 6's, as the case may be, are then set in place, flimly 
held' by stout pegs on the outside. The nails are driven 
throu^ the pegs into the form boards, but not through 
the latter ; the head should project so that the nail can be 
easily withdrawn in order not to disturb the form itself. 
The forms are then placed so that sections A, C, and E 
are first filled and finished ; then, when the concrete has 
hardened sufl&dently so that the form boards can be re- 
moved without danger to the concrete, the cross-pieces 
between sections A and B, and between B and C, etc, 
are removed and sections B and D are then filled and 
finished. This method results in the slabs having a dis- 
tinct line of demarcation between them and the adjacent 
ones. Anotho: method is to cut through the mixture with 
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Fig. 38. — Iron Studding Sockets Set in a Concrete Crib Floor. 



Fio. 39. — The Use of Concrete in a Sanitary Dairy Barn. 
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a trowel at the section lines, care being taken that the cut 
through the second coat corresponds to the cut in the bot- 
tom course below. Tias method is not likely to be entirely 
satisfactory since the division is not distinct and since it 
is likely to fill up with concrete and be practically as strong 
as the remainder of the section so that when cracks do occur 
they are as likely to occur any place in the section as at 
the division line. Sometimes metal strips are placed 
between the blocks and withdrawn before the concrete 
has set ; this method is very satisfactory. 

Mixture. — The mixture that is usually used in making 
concrete floors is about a i : 3j-:4 mixture, though varia- 
tions from this will quite often be found. The reason 
that a rather rich mixture is used is that the floor is likely 
to be subjected to uneven loading and some degree of 
strength is necessary. The consistency of the mixture 
should be such that it will show moisture on the surface 
with very little pressure. When the batch of concrete is 
placed it should be very quickly smoothed out and tamped, 
and if a second coat is to be applied it should have been 
made ready so that it can be placed before the first coat 
has had a chance to harden. In this way only can a good 
bond be formed. It only a one course floor is being con- 
structed the tamping should be very carefully done until 
the surface is smooth and even. This should be followed 
immediately by the wood float, to bring the surface to 
the required degree of smoothness. Too much tamping 
or too much working of the cement near the surface is 
injurious. Excessive tamping will bring so much cement 
to the top that there will be a layer which is practically a 
mixture of cement and water, and this in drying is extremely 
likely to form cracks on the surface. In going over the 
surface with the float or trowel, no more smoothing should 
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be done than is absolutely necessary to get the lequired 
results. 

Feeding Floors. — In the construction of feeding floors 
the same procedure should be followed as has been here- 
tofore described. The only distinctive feature of the feed- 
ing floor is a low curb around the edge; the purpose of 
this curb is to outline the floor and to prevent stodc from 
spreading the feed into the surrounding soil. The curb 
need not be over three or four inches high. Feeding floors 
should be made with a slope toward one comer and the 
curb omitted at this point; this is to admit of the free 
flushing of the floor with water when cleaning is done. 
The slope of the floor should be not less than one inch in 
ten feet, which will not be great enough to be very percep- 
tible but will admit a rapid flow of water. 

The thickness of feeding floors will depend on the pur- 
pose for which they are to be used. If swine only are to 
be allowed to run upon the floor and no wagons or other 
loads are to be applied a four-inch thickness will be su£Q- 
dent. A six-inch floor will be necessary when cattle use 
the floor or when any portion of it will be driven over by 
loaded wagons. Feeding floors are usually made in a 
single course and are tamped just sufficiently to obtain a 
uniform surface. It is better to leave the surface somewhat 
rough since in most instances feeding floors are out of 
doors and a smooth floor would be dangerous in winter 
time when the formation of ice is to be expected. 

Sidewalks 
TTie apparent ease with which concrete sidewalks may 
be constructed has led many people with little experi- 
ence to undertake making them, with a result that perhaps 
there has been as high a percentage of failures in this par- 
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ticular work as in any phase of concrete construction. The 
concrete sidewalk is a type of concrete construction which 
is subjected to more than ordinarily hard usage ; in conse- 
quence of this considerable care should be employed in 
the construction methods in order to insure a successful 
outcome. The imderlying principles of selection of ma- 
terials, mixing, and placing apply with great pertinence 
to sidewalk construction and should never be in the least 
degree slighted. 

Concrete is perhaps the most suitable material yet em- 
ployed in the construction of sidewalks. When properly 
utilized it fulfills to a surprising degree every requirement 
of a periect sidewalk. Smoothness, solidity, durability, 
both in resisting wear and destructive action of the ele- 
ments, are all qualities of good concrete. Often, however, 
through lack of knowledge of the material and inexperience 
in handling it, many walks are built which sooner or later 
become more or less defective and the concrete as a con- 
struction material has to bear the brunt of the blame. 

The fimdamental requirements of good concrete ^de- 
walks may be enumerated as follows : 

1. Good drainage is essential, as ^nphasized in the dis- 
cussion of flobrs and pavements; in fact the concrete 
sidewalk is in reaUty a long strip of concrete floor which 
is subjected to perhaps a httle harder usage than is the 
floor itself. 

2. Good durable materials are necessary because the 
walk is subjected to hard wear and the aggregate that is 
used in the concrete must present a hard wearing surface. 

3. Good workmanship, which includes proper propor- 
tioning of materials, sufficient mixing, rapid placing, and 
the prevention of too rapid drying, must be insisted upon. 

Foundation. — A concrete sidewalk, though a broad- 
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based sbructure in itself, requires a good foundation on 
account of the fact that it is abnost always in a very ex- 
posed location and because of the heavy weights that are 
likely to come upon it. In open, well-drained, solid soils 
it may not be necessary to put in a foundation or sub-base, 
but this condition is rare. It will ahnost always be ad- 
visable to put in some sort of sub-base counting of cin- 
ders or gravel well tamped, and varying in thickness from 
four to eight or ten indies, depending upon the nature of 
the soil. Excavation for this sub-base is usually necessary, 
though special drciunstances may arise when the walk 
is to be located on a fill ; in such a case the top surface 
of the fill can be made of the sub-base materials and will 
act as a foundation for the walk. If the location of the 
walk is not a well-drained one, it may be advisable to put 
in a string of drain tile. 

Forms. — After the sub-base has been prepared, the 
next thing in order of procedure is the preparation of the 
forms to recdve the concrete. Most sidewalks are made 
four inches thick and are usually of two course construc- 
tion, similar to that described under the head of "Floors." 
If a portion of the ^dewalk is to constitute a crossing for 
loaded wsLgons it will be well to make this portion of the 
walk at least six inches thick. Ihe material conmionly 
used for forms for a four-inch walk is 2 X 4 stuff which is 
lud on e^^ along the sides of the proposed location for 
the walk. Wooden pins are driven in along the outside 
of the 2 X 4's, the top of the pins bei:^ below the upper 
edge of the plank. To hold the forms in place, nails are 
driven in from the outside through the peg, into the plank 
but not through it. If lod nails are used a sufficient length 
of the head and of the nail will project outside the peg 
to admit of easy pulling of the nail, thus releasing the p^ 
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from the 2 X 4 and fadlitating its removal. The pegs 
should be located at intervals act to exceed three feet. Care 
must be taken to see that the inner surface of the 2 X 4*3 
fonns a perfectly straight line, for any inaccuracy in the 
edge of the walk resulting from a careless placing of the 
forms will be very evident in the completed walk. For 
use in exten^ve work, excellent special forms axe obtain- 
able ; such forms are widely used in commercial work. 

If a narrow wfdk is being constructed, one that is not 
more than four feet wide, the surface drainage can be 
accompli^ed very easily by making one line of 2 X 4's 
lower than the other, thus giving the walk a slope toward 
one side. A slope of -^ inch to the foot in such a case 
is ample. If a walk wider than four feet is being made 
it will present a handsome appearance if it be crowned 
in the middle. A crown of -^ inch per foot of width will 
be so low as to be imperceptible to any one using the walk, 
yet it will give ample opportunity for the removal of water. 

Mixture. — Since the concrete sidewalk is subjected 
to considerable strains at times it should be made of a 
mixture sufficiently strong to resist them. The ordinary 
mixture that is used in the bottom course which is the 
part of the walk that mainly sustains the load is 1:2:4. 
For light walks around residences, a i : 2J : 5 mixture 
is sometimes used with success, but for the sake of dura- 
bility it is better to be safe and use the richer mixture. 
The finish coat is a i : i^ or a i : 3 mixture of cement and 
hard sand. The thickness of the bottom layer is a little 
more than three inches, the surface coat being applied in 
a layer of sufficient thickness to bring the total thickness 
of the walk up to four inches. 

Mixing and Placing. — In the construction of walks 
it b necessary to work with considerable rapidity in the 



by Google 



ii6 FARM CONCRETE 

pladng of the two coats in order that an (^portunity for 
their union be afforded before either one has had an oppor- 
tunity to set. Otherwise, the top coat will later crack and 
separate from the bottom one rendering the wfdk very un- 
sightly in f^pearance and very difficult to repair. 

The material for the bottom layer having been very 
thoroughly mixed, it is then shoveled on to the foundation 
between the forms, spread out and struck off with a striker 
board similar to one of the types shown in Fig. 41. The 




Fig. 41. — Stiikcr BoBrda foi Sidewalks. 

selection of the type depends upon whether the sidewalk 
is to have a flat surface or a crowned surface. The striker 
board is drawn along the forms, evening out the concrete 
to the proper thickness, after which the concrete is tamped 
firmly into place. Too much tamping will drive the 
£^giegate to the bottom and bring an undue amount of 
moisture to the top; this may cause difficulty later by 
seeping up through the finish coat and making it so wet 
that it will be difficult to finish properly. Just enough 
tamping should be done to get the concrete in place. 
When the first layer has been put in place the second layer, 
which ^ould have been pr^ared in the meantime, is 
spread upon it and evened out by means of trowels and 
then smoothed off with the back edge of the striker board 
which should be made long enou^ to extend several 
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inches on either side past the sidewalk fonns. TTie striker 
board is drawn along the fonns with a cutting motion 
which assists in filling up small holes that might occur. 
A wood float follows the striker board and improves iqxm 
its work somewhat. The final finish is usually put on 
by means of a steel plasterer's trowel. 

The conastency of the mixture is of considerable impor- 
tance. The concrete in the lower part of the walk should 
be mixed to a mediiun consistency, while the mortar put 
on for a finishing coat is drier than that which would be 
used in plastering. The reason for this is that the finish- 
ing process will bring a certain amount of moisture to 
the surface so that there is more danger of getting too much 
moisture than there is of getting enough. Too wet a 
finish mixture will sometimes result in the formation of 
hair cracks on the surface of the walk. 

Finishing. — A little experience is necessary for suc- 
cessful and rapid finishing. The amateur in endeavoring 
to get a smooth surface will mull over the surface to such 
an extent as to bring a thin coating of neat cement mixture 
to the surface. This in drying will check and crack and 
is not likely to prove as durable a surface as a mixture 
of cement and sand itself. The finish produced by the 
steel trowel in the hands of an experienced workman is 
not too smooth for average use. The surface will have 
a fine granular finish, depending in texture upon the amount 
and kind of sand used in the mixture. If a rougher finish 
is desired, the wood float can be used instead of the steel 
trowel, though it will usually not be found necessary except 
in occasional instances to do this. 

Curing. — No matter how carefully the work of mixing 
and placing has been carried on, unless great care is taken 
failure will result on account of improper curing of the 
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concrete. In most inatanras, a concrete sidewalk'is laid 
in an exposed position where it is likely to be subjected 
to the direct rays of the sun in the sununer time or low 
ten4>erature in the winter time. In the first instance, 
the evaporation of water from the concrete will be so rapid 
that shrinkage cracks and checks will form ; in the second, 
the concrete may be ruined by the freezii^ of the moisture 
before tlie cement has had an opportunity to get its final set. 
If it is necessary to make concrete sidewalks in the win- 
ter time, the best way to proceed is to follow the directions 
previously given for concreting in cold weather ; that is, 
by heating the materials from which the concrete is made. 
This will probably enable the cement to get its initial 
set before the temperature is very much reduced, and if 
the walk is covered with heavy canvas or strips of burlap 
which are laid so as not to come in contact with the sur- 
face of the walk itself, enough heat will be retained to keep 
the moisture from freezing for ten or twelve hours, when 
the final set should have occurred. Protection for a longer 
time than this is advisable and if possible the canvas or 
burlap should be left in place for several days. If artifi- 
cial heat or steam can be introduced beneath the covering, 
it will be additional insurance of a successful outcome. 
The practice is sometimes followed of covering the concrete 
with' manure after the finish coat has hardened sufficiently 
to prevent the formation of dents under ordinary pressure, 
but while the method is efficient as a means of heat reten- 
tion, it sometimes causes discoloration of the concrete 
which is impossible to remove; the discoloration is due 
to the absorption of materials from the manure itself. 
If any other method of protection from cold is available, 
it should, by all means, be taken advantage of in prefer- 
ence to the application of manure. 
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In summer time, tlie protection of the sidewalk is an 
easier matter since it is necessary only to prevent the sun's 
rays from striking the walk and to keep the surface of the 
concrete moist. This can be very easily done by erecting 
a loose framework over the walk upon which is spread 
canvas, burlap, old boards, or anything else that will 
exclude the sun's rays. These should be left in position 
for several days or until the concrete has had a chance to 
harden thoroughly. In the meantime, the walk should 
be sprinkled occasionally, often enough to keep the sur- 
face damp, which will reduce the time of drying and the 
tendency to form cracks as the result of excessive shrink- 
age. It also means a harder and more durable wearing 
surface. 

Sometimes the surface of the concrete wears off very 
roughly. This may be due to various causes, one of which 
is too rapid dryii^. Even if no perceptible cracks have 
appeared, the surface of the concrete does not possess the 
strength which it ordinarily would had it been properly 
protected. It has been found in the construction of floors 
in warehouses, factories, etc., that if the floor is covered 
with a thin layer of sawdust and kqit constantly damp 
that the concrete will harden into a very dense and ahnost 
dustless material, much more wear-resistant than a floor 
allowed to harden without adequate protection. 

Expansion Joints. — Many builders of concrete side- 
walks either are not aware of the fact that concrete expands 
and contracts or if they do know it, they do not take this 
factor into consideration. Experience has shown that 
it is necessary to provide a one-inch expansion joint at 
intervals not to exceed fifty feet. This thickness may 
be distributed in several joints if it is desired, making a \- 
inch joint at intervals of ten or fifteen feet. The advantage 
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of the latter arrangement is the elimination of the wide 
joint which for various reasons may be found to be objec- 
tionable. In case a long stretch of walk is constructed 
without proper provision made for expansion, there is 
very great likelihood of the occurrence of "buckling" 
or the bulging up of two or more of the blocks. Sometimes, 
instead of "buckling," the blocks will crush or crack badly. 
Under any circumstances, the occurrence is a bad one 
siiux it means the construction of a new section of walk 
and it will be found very difficult to match the re- 
mainder of the walk in color and appearance. 

The material which is used to fill the joint may be dther 
sand or some asphaltum product, the latter being preferred 
since it is more likely to stay in place once it has been put 
there. Sand is likely to become packed so hard in dry 
weather, at the time when it is most needed, that it will 
not compress, and as a result, is of no value in permitting 
expansion of the concrete. 

Special Sidewalk Toots. — Certain tools are used in 
adewalk construction that are not used in any other type 
of concrete construction, except floors. Among these are 
the groover, edger, finishing trowel, float, and roller. 
These are illustrated in F^. 42. The purpose of the 
groover is to provide a rounded edge at the intersection 
of the adjacent blocks in the floor or sidewalk. The edger 
fulfills the same ptupose along the outside edges of the 
sidewalk or the floor. The finishing trowel and float are 
used to put the desired finish upon the surface of the con- 
crete, while the roller, made in a variety of designs, is 
employed to put in the surface of the concrete various 
corrugations and indentations to make it safer for traffic. 
Instances of where the roller is used are in grooving drive- 
way, concrete crossings, steps, etc. 



by Google 



PAVEMENTS, FLOORS, SffiEWALKS, STEPS 121 

Failures of Sidewalks and their Causes. — It mmt not 
be supposed that because several different types of failures 
are here described that they will occur in the work of every 
sidewalk builder. In almost every instance, they are the 




Fig. 42. — Spedal Tools Used in Floor and Sidewalk Construction. 

direct result of poor workmanship, and anyone with ordi- 
nary ability and common sense can easUy so conduct his 
work as to insure to a reasonable degree the impossibility 
of any faUures. 

Probably the greatest number of failures result from 
the use of improper materials or from improper mixing 
and placing. It may be that considerable emphasis is 
placed upon these points, not only at this time, but on 
other pages in this text ; the fact remains, however, that 
it is only by such repeated emphasis that the lesson be 
thoroughly taught unless experience, a more expensive 
teacher, is employed. The sidew^ is subjected to rather 
hard usage and the materials must be clean and well pro- 
portioned and the mixing and placing done imder strict 
care and supervision if the finished product is to possess 
sufficient strength to resist the heavy strains to which it 
will be subjected. 
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Occasionally a walk will be found that has cracks extend- 
ing in every direction with hollows and hills throughout 
the entire surface. This is almost surely an indication 
tliat a proper foundation for the walk has not been provided. 
The practice of laying concrete walks directly upon loose 
soil, especially soil not thoroughly drained, cannot be too 
strongly condemned. The foundation should be an essen- 
tial part of sidewalk construction, aiLd not only should the 
foundation or sub-base be included, but it should be as 
carefully put in place as the concrete of the sidewalk itself. 

When two adjacent blocks are fotuid heaved up at their 
junction, or crushed or broken, it is an indication that 
sufficient opportunity for the expansion of the concrete 
has not been provided. As stated previously, the appear- 
ance of such a walk is decidedly bad, besides bdiig incon- 
venient to use. The remedy for this difficulty is the in- 
sertion of an eitpansion joint described in a preceding 
discussion. 

Sometimes sidewalks must be located near trees. In a 
case of this kind, consideration must be taken into account 
of the future growth of the tree, and provision must be 
made for the enlargement of the trunk and for the growth 
of the roots beneath the sidewalk. The best plan is to 
avoid going anywhere near the tree, keeping at a distance 
of several feet, if possible, from the trunk. If close proxim- 
ity is necessary, however, deep grooves extending clear 
through the concrete should be made so that heaving or 
displacing of the concrete caused by the growth of the 
tree win result in the loss of only a small section of the 
concrete. 

Every one has noticed concrete walks which apparently 
have separated into two layers, the top layer cracldi^ oS 
in large sections and separating entirely from the bottom 



by Google 



PAVEMENTS, FLOORS, STOEWALKS, STEPS 1 23 

layer. The cause of this is that the bottom layer of con- 
crete was allowed to harden before the finish coat was 
applied. A firm bond between the two layers in the side- 
walk is absolutely necessary, and where it is not obtained, 
the separation of the layers is certain to occur. The upper 
layer, separated from the lower one, is not suflSdently 
stroi^ to resist traffic and will soon crack, and the walk 
will be ruined. It is difficult to repair a walk when this 
tinfortunate circumstance has occurred. The best pro- 
cedure is to tear up the old walk and replace it with one 
entirely new, properly made. 

Small hair cracks on the surface of the sidewalk, which 
in all probability are soon followed by the destruction of 
the surface coating on the concrete, are the result of either 
too rapid drying or of too much troweling. The latter 
cause is much the more common, especially in walks con- 
structed by the inexperienced workman. In his endeavor 
to produce a smooth surface, he will pass the trowel repeat- 
edly over the same area with more or less pressure applied. 
As a result, the ^^egate will be pushed down and a mix- 
ture of cement and water will come to the surface. This, 
in dryit^, is almost sure to check, with the resulting de- 
struction of the surface of the walk. As far as utility is 
concerned, the walk may be as satisfactory as ever, but 
its appearance will be very badly spoiled. Just enough 
trowelii^ should be done to bring the surface of the walk 
to a reasonable degree of smoothness. Practice is the 
one thing which will enable one to do the finishing with 
any degree of rapidity or success. 

If the surface of the concrete is permitted to freeze 
slightly before the set of the cement has occurred, a granu- 
lar or pitted appearance of the surface is likely to occur. 
This is due to the fact that particles of the cement have 
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not set properly and become points of weakness. When 
the walk becomes sUghtly worn, these weak spots show up 
very rapidly and give the walk a very bad appearance. 

As a final precaution to builders of concrete sidewalks, 
let emphasis be laid upon the fact that most walks are not 
made wide enough. For walks around residences, and 
especially around farm residences, where there is plenty 
of room ajid no reason for crampii^, a walk three feet is 
none too wide. A front walk, or one used a great deal, 
should be a foot wider, and sidewalks along streets and in 
public places should never be less than five feet wide, 
being made as much wider than this as traffic conditions 
will demand. The extra width can be added at practically 
the only expense of the cost of the additional materials, 
and it will be found that in the additional strength, dura- 
bility, and convenience, the extra expenditure has been 
fully repaid. 

Steps and Staiss 

The construction of steps and stairs is one of the most 
difficult problems with which the amateur concrete worker 
will have to contend. Not only is the preparation of the 
forms rather difficult, but the concrete itself, after the 
forms have been put in place, must be placed very care- 
fully in order to get good results. There are nmnerous 
ways of arriving at the same end, and the person in charge 
of the work must use his ingenuity in the use of the mate- 
rials at hand and adopt the method best suited to his re- 
quirements. In the following discussion, the ftmdamental 
principles will be given and they can be appUed to suit 
various drcimistances. 

Design. — Stairs, to be convenient, should fulfill cer- 
tain requirements. The "rise" or vertical distance be- 



by Googic 



PAVEMENTS, FLOORS, SIDEWALKS, STEPS 125 

tween the horizontal portion of two adjacent steps should 
not be over 8 inches nor less than 6 inches. Limits of 6^ 
and 7^ are better. The width of the "tread" or the hori- 
zontal distance between two adjacent risers should not be 
less than 9 inches and need not be more than 10 inches. 
An old rule for determining the width of the tread is to 
make the tread as wide as tlie distance required to bring 
the sum of the riser and tread to 17 inches. Winding steps 
should be avoided, if possible, for they are likely to be the 
source of danger besides being difficult to construct. It 
is better to take a little additional room and make a short 
flight of steps after turning a square comer, leaving a 
landing, which should be in length and width the same as 
the length of the step itself. A "nosii^" or projecdon of 
the tread over the riser sometimes adds to the width of 
the tread and to the appearance of the stqis as well. It 
can be incorporated in concrete steps with no great diffi- 
culty. 

Construction. — The simplest type of stairs consists of 
a block of concrete in which the steps are molded at one 
side. The construction of such a flight is shown in Fig. 
43. The forms can be made either of i- or 2-inch stuff, 
preferably the latter, thou^ if the i-inch stuff is used, 
the bracing must be sufficiently strong to prevent bulging, 
since a considerable quantity of concrete is included in the 
block. The boards forming the side forms should be 
extended beyond the rise-boards for a distance of 5 to 6 
inches. Cleats can then be nailed on with the nails driven 
only partly in. The rise-boards will rest against the cleats 
and when the cleats are removed the rise-boards can be 
very easily taken out. 

Hie concrete shotUd be placed in position very care- 
fully. Too much tamping must not be given it, or else 
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the concrete will run over the treads of the lower steps. 
It is also necessary to have a mixture that is not too wet 
or else the same thing will occur. The treads should be 
troweled as soon as the concrete has hardened sufficiently 



Fig. 43 . — Anangement <rf Fonna for Single St^w. 

and the rise-boards can be removed so that the risers 
can be troweled while the concrete is still green. 

If the steps are to be located in a place such as from one 
level to another on a terrace or in a cellar area-way, the 
back form for the ffight may be the earth itself which 
has been cut down until it slants in the general direction 
in which the flight is to run. This will save a considerable 
amount of cement and when properly done is entirely 
satisfactory. Fig. 44 illustrates how this is done. 

In Fig. 44 is also shown the method of forming a "nos- 
ing" on concrete steps. This illustration shows the nosing 
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beii^ made with the finish coat but it is entirely possible 
to obtain the same results with a single mixture of concrete 
by using similar rise-boards. Care must be taken, how- 
ever, when making nosings on steps not to remove the 
rise-boards too soon because it will be found that this pro- 
jection of concrete is very easily broken off. The loose 
facing board shown in the illustration can be removed 
as soon as the conaete has hardened suffidentiy so that 



Fifl. 44- — Stair-forms, Showing Method of Fanning Nosing. 

it will not flow. The finish coat is then applied and worked 
in with a trowel. It is necessary to apply the finish coat 
as soon as possible after the main body of the concrete has 
been laid to enable the two mixtures of concrete to form a 
firm bond. 

It is sometimes necessary to construct a flight of stairs 
with side walls which may be just a few inches high as in 
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the case of an exterior Qig^t of stairs or which may be 
several feet h^h as in a basement entrance. The st^s 
may be constructed first and the side walls afterward or 
vice versa. Buildh^ the steps first makes the constructjon 
of the side wall a little more difficult but it greatly simpli- 
fies the maHng of the steps themselves. When the side 
walls are constructed first, a somewhat complicated form, 
which must be very carefully and exactly made and firmly 
braced, is necessary. Construction of the side walls first 
is usually a more suitable method, however, for then the 
steps have to bear only their own wei^t, while if the steps 
were constructed first they woidd have to bear the weight 
of the side walls, and unless they are heavily reinforced 
would be in danger of being broken. It is possible, by 
means of complicated forms, to construct the entire flight 
of steps and side waUs in one solid block. For small 
flights of stairs, it will not be too difficult a proposition 
for a workman with a little ability. The object of this 
method of construction is obvious since the concrete is in 
one solid piece and the steps and side walls are mutually 
self-supporting. 

If the side walls are to be constructed first, ^mple wall 
forms of a type shown in Fig. 22 will answer very satis- 
factorily. The excavation for the steps and side walls 
should be made at the same time and the trench for the 
side walls ^ould be at least 6 inches deeper than the 
excavation for the steps, which should provide a minimum 
of 4 inches of concrete under the steps. In order to pre- 
vent a tendency of the steps to slide downward, a horizontal 
bed should be provided for the whole of the top step. 

When the forms are put in place they should be very 
rigidly braced one against the other at the top and the 
bottom. It is desirable that the forms for both side walls 
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be built at the same time since they can be braced finnly 
against each other in this arrangement, but it means that 
twice as much form lumber is used as would be necessary. 
It is possible, under some circumstances, to cast first one 
side wall and then the other if a saving of fonn lumber is 
absolutely necessary. The thickness of the side wall 
need be not more than 6 inches if no load is to come upon 



Fig. 45. — Forms of Staiis Made Subsequent to Side WaJls. 

them. If they are to act to some extent as a foundation 
wall at the same time, it will be necessary to provide some 
sort of footing beneath them and to make them 8 inches 
thick. 

Fig. 45 illustrates the best method of constructing 
the form for the steps after the side walls have been con- 
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structed. 2X6 stringers are extended up and down along 
the in^de of the side walls and to this are nailed 2X4 
strips vertically to hold the rise-boards. The vertical 
2 X 4's are braced by horizontal pieces of 3 X 4 as shown 
in the illustration. It is possible to fasten the rise-boards 
in place by means of nails partly driven in from the outside 
of the form. This will render the removal of the forms 
when the concrete has hardened a comparatively simple 
proposition. The two stringers carrying the braces for 
the rise-boards can be made separately, then suspended 
in their proper position and held there by the strips "A" 
which are wedged tightly between the stringers so that 
the latter are forced up tight against the wall. The rise- 
boards are then put in their proper position and supported 
firmly enough to retain the concrete. It will be found 
advisable to use two inch lumber for the rise-boards unless 
the steps are more than ordinarily narrow. 

Forms required for the steps, if they are built first, will 
consist of stringers and the cross pieces forming the rise- 
boards as shown in Fig. 46. The lower end of the stringer 
should rest on the floor of the trench or if necessary may 
be blocked up from the floor. The upper end of the string- 
ers should come flush with the top surface of the top step. 
In the building of these forms, which may be done either in 
place or assembled and then placed, stringers of suf&dent 
length should be selected ; 2 X 10 or 2 X 12 planks usually 
will be wide enough. The location of the treads and risers 
can be laid out on the stringers after the rise and run of the 
steps has been determined. This determination is made 
as follows : Divide the vertical height in inches of the entire 
fl^ht of steps by 7 inches which is an average height for 
a riser. The quotient giving the number of steps will 
usually contain a fraction and since we wish to have all 
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our steps of the same height, we will again divide the verti- 
cal height by the next highest whole number above the 
first quotient. The result of our second division will give 
us the nse, in inches and fraction of an inch, of our steps. 
The same method can be employed in determining the 




Fio. 46, — Forms of Steps Made Previous to Side Walls. 

tread, if the fl^t is to be located within some specified 
horizontal distance. However, where ample space is 
available, the width of the tread can be chosen and the 
total horizontal length of the flight can be found by multi- 
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plying the number of risers by the chosen width of tread. 
Provision must be made for a landing at the bottom of 
the flight, of course. 

For example, if a flight of steps is to be built from a 
ground level that is 5 feet above the basement floor, reduce 
this distance to inches and divide by 7. 60 divided by 
7 equals 8f. TaJdng the next highest number, 9, for the 
number of steps, and dividing 60 by it, the quotient is 
6| which gives the height in inches of each riser. 

In constructing steps in the way just described, that is, 
leaving the construction of the side walls until the steps 
themselves are finished, it is necessary to give the concrete 
an opportunity to dry thoroughly before the construction 
of the side wall is begun. It may also be found necessary 
to run some horizontal reinforcing bars along the length 
of the steps to prevent the load of the side walls from break- 
ing the steps. When the concrete has thoroughly hardened, 
the side-wall forms may be put in place. The construc- 
tion of these is similar to that employed when the side 
walls are built first except that the inner form must be 
cut to fit the steps. 

When the stqis and the side walls are constructed as one 
sohd unit, the best plan to follow is to build the forms in 
place. The outer side-wall form is built first and braced 
firmly to the soil outside. The step forms are next placed 
in position and finally the inner forms of the side walls. 
It may be found necessary to suspend part of these forms 
from the outer side-wall forms. The filling in of the con- 
crete must be done with great care and the steps and side 
walls must be filled imiformly, beginnii^ at the bottom. 
There will be a tendency of the concrete to rise at the treads 
because of the comparatively lai^e quantity of concrete 
which is pressing down upon the bottom. For this rea- 
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son, a somewhat dry mixture will have to be employed and 
consequently it may be found necessary to remove the 
forms early 30 that the surface of the concrete may be 
given a smoother finish than can be obtained ordinarily 
by the use of a dry mixture. 
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One of the fonns in which concrete can be used to decided 
advantage under many circumstances is that of blocks. 
When properly made and used they form an excellent mate- 
rial for the exterior walls of buildings. They can usually be 
made cheaper than brick or stone and while more expen- 
sive than wood are much more durable and possess the 
additional merit of being fireproof. 

Among the advantages claimed for the concrete block 
may be listed the following: 

1. Cheapness. — As compared with other forms of fire- 
proof building material. 

2. Flexibility. — It is possible to make concrete blocks in 
almost every conceivable size and shape. 

3. Good insulation. — If properly constructed, a hollow 
concrete wall tends to prevent sudden temperature changes 
in the room. 

4. Low labor cost. — Since concrete blocks are larger 
than brick, they can be laid up more rapidly and with less 
mortar than brick. 

5. Convenience for wiring and piping. — The openings in 
hollow concrete blocks afford an excellent opportunity for 
running pipes and wires. 

6. Strength. — It is claimed that properly constructed 
walls of concrete blocks are stronger than walls of equal 
size made of brick or stone. 
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7. Th^ afford a means of producing an ezcdl^it imita- 
tion of cut stone at a low cost. 

Materials. — A careful consideration of the material that 
goes into the concrete blocks is an essential requirement of 
their successful manufacture. The average block is a 
comparatively small piece of concrete and must be con- 
structed and handled much more carefully than a heavy 
block or a piece of mass concrete. Very often the walls are 
quite thin and this neces^tates the use of rather fine aggre- 
gate ; also, since the concrete block is very often subjected 
to considerable strain it will have to be made of a rather rich 
mixture, and in fact, under certain conditions it may be 
necessary to reinforce them ia order to give them sufficient 
strength to withstand the strain which may come upon them. 

In the construcdon of solid concrete blocks, it is entirely 
permissible to use aggregate of a comparatively large size, 
as for example, small boulders 2 or si inches in diameter, 
provided, of course, that there is a sufficient amount of 
finer ag^egate used in the proportioning to insure a com- 
plete filling of the voids with the employment of a miniTnuTn 
amount of cement. In the usual fu)llow block, however, 
the thickness of the wall seldom exceeds li inches. From 
this it is readily seen that aggregate larger than i inch in 
diameter would be likely to prove awkward and in fact 
many regulations require that for bloclts of this kind the 
maximum size of the aggregate be not over i inch. It 
goes without saying that the materiab must be clean and 
weU assorted as to size. 

When concrete blocks are used for the exterior walls of 
buildings it is unportant that they be constructed in such a 
manner as to prevent the ingress of moisture. This will 
necessitate the use of a rich, dense mixture which will make 
the concrete in itself practically impermeable, or the admix- 
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ture of some commerdal waterproofing compound, or the 
{^plication of some waterproofing material to the outer 
surface of tlie block. 

All exterior walls, and those interior walls which are sub- 
jected to any considerable strain, must be made of blocks 
containing a sufficiently rich mixture to withstand the load- 
ing. Partition walls or other walls which do not support 
any load may be made of blocks of a leaner mixture. In 
fact, it is possible to construct concrete blocks u^g cinders 
as an aggregate: Blocks made in this way have no great 
strength but they do possess lightness and this feature is 
sometimes worthy of consideration. 

The great majority of blocks are made using gravel or 
broken stone as an aggregate. Either material will work 
satisfactorily provided precautions to be observed in their 
selection as previously stated are strictly adhered to. 
S^>ecial materials such as colored granites, carefully selected 
and screened sand, and certain coloring matters, are some- 
times included in concrete blocks made for special purposes. 

Proportions. — As stated previously, when a concrete 
block is subjected to considerable strain, it must be made of 
such a mixture as will resist this strain. This necessitates 
the use of a rich mixture and proper proportioning. In the 
early development of the concrete block industry, the high 
profits which apparently could be gathered in without very 
arduous pr^aration enticed a number of very careless 
workmen to enter the business. The industry suffered a 
great deal from the careless work and mkrepresentations 
of these men. It is only recently, when the work has been 
placed upon a sound engineering basis, that the properly 
a)nstructed concrete block is coming into its own. These 
early manufacturers in their scramble to obtain the highest 
jHXjfits pos^le also lowered the quality of the work to an 
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astonishing degree. Blocks were made of mixtures as low 
as I : TO or 1 : 12 and scarcely enough cement was used in 
their construction to hold the particles of aggregate to- 
gether. As a result, popular prejudice has arisen against 
the use of concrete blocks in many localities and to some 
extent objections are entirely justified. However, the 
concrete block when properly made is proving satisfactory 
and is being used more and more widely for a greater variety 
of purposes. 

According to common custom, as in other types of con< 
Crete construction, the proportion of materials^ is"fixed 
arbitrarily. When sand is employed for the aggregate, the 
mixture may vary from 1:3 to 1:6, depending upon the 
quality of the block desired. When a three part mixture is 
used the proportions of 1:2:4 and i : 3 : 5 are perhaps the 
most common, though occasionally a much weaker mixture 
is employed. It is hig^y desirable that the prq>ortions be 
made as nearly ideal as possible in order thaUa maximum of 
strength and density be obtained, where the quality of the 
block is to be kept at a high standard. 

The building regulations of most cities require that the 
leanest mixture be composed of i part of cement to 5 parts 
of aggr^ate. This, under most circumstances, is a little 
too lean to be advisable and a mixture of i part of cement to 
4 parts of aggregate is much more to be recommended. 
This is on the assumption that the block is to withstand 
ordinary strains. 

For special purposes, such as for ornamental concrete 
blocks, for lawn furniture, etc., a mixture of sand and ce- 
ment is used. This mixture should not be leaner than i : 3 
and necessitates the employment of a good grade of aggre- 
gate. 

Curing. — The process of curing the concrete after the 
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block has been made is perhaps the most unportant one in 
the manufacture of concrete bloc^. Since the final set 
of cement may not occur for 10 hours, the concrete after 
having been placed in the mold should not be disturbed 
during this time and in fact much better blocks will result 
if they can remain two or three times as great a time as 
this. They should be stored in some place where they can 
be kqit under cover and protected from the sun, wind, and 
frost until thoroughly cured. After having become suffi- 
ciently hard so that water will not wash the surface, the 
blocks should be carefully sprinkled and from this time on 
should be kept moist by sprinkling two or three times a 
day for two weeks. It is absolutely necessary for the 
complete setting of cement that a sufficiency of moisture be 
provided and blocks should never be allowed to dry on the 
surface until the center has thoroughly cured. Care should 
be taken to pile the blocks in such a manner that they will 
receive moisture equally on all sides, and it may be found 
desirable to repile the blocks every two or three days, turn- 
ing them up side down in the process. If this is not prac- 
ticable, it may be possible to store them on a moist sand 
floor, keeping the floor, as well as the blocks, sprinkled 
for the proper length of time. 

It is desirable that the appearance and texture of the 
blocks be as nearly uniform as possible. Any deviation in 
curing methods may cause a slight difference of appearance 
in blocks which, while ahuost imperceptible in the block 
itself, will show up distinctly when the blocks are placed 
in a wall. If the blocks are properly protected and are 
supplied with an abundance of moisture, this variation is 
not likely to occur, providing other influendng'factors 
have been properly attended to. 

In large establishments, where the manufacture of con- 
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Crete blocks is carried oq as a business, steam curing is 
practiced to a great extent, and, it is claimed, with great 
success, for 48 hours curing will apparently harden the 
block sufficiently for it to be placed in a wall. This method 
of curing is, of course, impracticable for the small manufac- 
turer or for the man who makes a few blocks for his 
own use. 

The violation of any of the rules for curing concrete 
blocks means that a defective block is likely to be produced. 
A concrete wall is like a chain in that its strength is as great 
as that of its weakest component unit. Instances are on 
record where an entire wall has failed as a result of the 
failure of one or several of the blocks. The casual manu- 
facturer of concrete blocks, thinking that he has a small job 
on hand, is likely to neglect it with the result that his 
product will be inferior. 

Types of Blocks. — There are three general methods of 
making concrete blocks, which depend upon the consistency 
of the mixture and the method by which the mortar or 
concrete is to be compacted. These methods are by tamp- 
iogi ^y pressing, and by molding. The first method geni- 
ally requires a mixture of comparatively dry consistency. 
The mixture is put into the mold, firmly tamped, and then 
removed. The tamping may be done by hand or machine, 
the latter usually resulting in more uniform compaction. 
The method of compaction by pressure employs the use of 
a mixture somewhat more moist than that used in the 
tamped blocks on account of the method of applyii^ the 
pressure. Pressed blocks when properly made are an ex- 
cellent product and can be used generally as a substitute 
for stone. The molded blocks are made of a fairly wet 
mixture and are usually left in the mold for several hours or 
until the concrete has hardened sufficiently to allow the 
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removal of the fonns without subsequent falling of the 
inclosed material. The wetness of the mixture is depended 
upon to pennit the concrete to run into all the comers of 
the mold, thus producing smooth even surfaces. On 
account of the greater cost of forms in this system of making 
concrete blocks, the price of the molded blocks is usually 
greater than that of either of the other two types. This 
results in their being used mainly for ornamental purposes. 

In any one of the three methods of manufacturing blocks 
enumerated above, the block may be molded upright or 
face down. The advantages claimed for the latter arrange- 
ment are that a face mixture may be readily used and 
thoroughly incorporated and that the concrete is tamped in 
layers parallel to the face of the block thus making it more . 
waterproof. A board may be placed in the mold in the 
position of the facing coat and when the block is filled the 
board is gradu£illy removed, bdng replaced by the facing 
mixture ; or, as can be very easily done in the face-down 
machine, the facing mixture is &rst filled in, then tamped 
well, and the remainder of the block which is ususilly of a 
coarser, leaner mixture is placed on top and tamped. The 
second method is to be recommended since it assures a 
firm union between the two adjacent mixtures, which is not 
so likely to be the case in the first described method. 

Concrete blocks axe made in almost every conceivable 
shape and size for every different purpose. There are almost 
as many different varieties of machines for making the 
blocks as there are varieties of blocks themselves. The 
rapid growth of the concrete block industry brought about 
a coincident rapid development in block machines and 
many ingenious arrangements were devised for making a 
number of different shapes and sizes upon the same machine, 
the variation occiuxing in the mold of the block itself. 
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ance the remaining parts of the machines could be utilized 
as they were. 

Blocks may be made either solid or hollow. The first 
type is, of course, the stronger on account of containing 
more material and because full advanU^ is taken of the 
compressive strength of the concrete. Practically the 
only strain which will come upon a concrete block is that of 
compression. When the block is made so long or is placed in 
such a portion as to be subjected to a transverse strain as in 
the case of a sill or lintel it may be more properly considered 
a beam and consequently should be designed as such. In 
some types of machines the construction of the solid block 
is somewhat simpler than that of the hollow block since 
the construction of the latter necessitates the use of cores, 
the insertion and removal of which requiring in most in- 
stances some spedal arrangement in the machine. The 
advantages claimed for the hollow block are : 

1. The insulation from heat and cold, accomplished by 
the air space. 

2. Sufficient strength combined with hghtness. 

3. Reduction in cost of manufacture on account of the 
saving in material. 

4. Reduction in cost of erection because the blocks are 
titter, more easily handled, and a saving in the amount of 
mortar used can be made. 

Probably 95 per cent of all blocks made are of the type in 
which an air space is provided in some way or other. Pracr 
tically the only place in which sohd blocks would be used in 
farm concrete construction is in the erection of small piers 
for buildings where heavy compressive loads are likely to be 
apphed. 

As to external shape, there is a wide variety from rectangu- 
lar to circular and irregularly shaped blocks. The rectan- 
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gular blocks are used in foundation walls, exterior and in- 
terior walls of buildings, built up columns, etc. The 
blocks which are segments of a circle, are used in the con- 
struction of tanks and silos. The radius of curvature 
of these blocks should be correctly measured. Irregularly 
shaped blocks are sometimes used the way they are made 
or in onnbination to form rectangular units. Fig. 48 
illustrates a sample of each of these types of blocks. 



Fig. 48. — Vuious Shapes of Conciete Blodu. 

Other ^>edal shaped blocks are also made. A flat 
rectangular block with a hole in the middle is made for a 
chimney block, the hole being made to fit the size of the 
flue. The advantage claimed for this particular block is 
that it is in one solid piece and will aid in holding the 
chimney bricks in place. It is much cheaper than a similar 
stone block which has to be cut out. Concrete blocks are 
used for the coping of brick parapets. They can be made 
in any length desired; however, if care is not taken in 
handling them, there is danger of cracking, if the blocks 
are made too long. Concrete bricks are obtainable ; that 
is, blocks whose dimensions approximate those of ordinary 
day brick. Spedal machines have been made for the mold- 
ing of these blocks and in some localities, where clay for 
the manufacture of brick is not available and the cost of 
shipping bricks in would be too high, it may be entirely 
possible to find materials for the construction of concrete 
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Fio. 49. — A Concrete Block Farmhouse. 



Fio. so. — A Small Concrete Block Bam. 
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brick under such drcumstances as would make their 
production an economical proposition. For this same 
reason, concrete blocks in certain locaJities have become 
a popular construction material. 

Method of Laying. — Concrete blocks should be laid up 
with as thin a mortar joint as possible. The joint should 
• be completely filled with the mortar which, of course, 
should be a cement mortar of i to 2 or i to 2i mixture. 
The air space in the wall which is formed by the blocks 
should be entirely inclosed if it is to be of any advantage, 
for an air space in which a circulation of air is permitted 
is of not much more value than if it were filled up solid. 
Enough blocks should be on hand so that construction can 
proceed without interruption. This will necessitate a 
careful consideration of the work in hand so that all special 
end blocks, sUls, etc., will be prepared in advance. If all 
the blocks are made in advance, there is greater likelihood 
that they will be made uniform, resulting in a uniform 
appearance of the wall. 

A footing for a foundation wall of concrete blocks is just 
as necessary as for any other kind of material. The footing 
can be constructed of the blocks themselves in much the 
same way as an ordirLary brick footing is made by simply 
widening the wall at the lower part. Where well-made 
blocks are employed, plastering may be done directly upon 
the inside face of the blocks. This practice, however, may 
not be advisable if the blocks are at all porous because the 
transmission of moisture through the blocks will be sufficient 
to cause dampness of the interior wall and may result in the 
falling ofF of the plaster. It is better to use furring strips 
and apply lath and plaster in the ordinary way. As it is 
impossible to drive nails into concrete, some means must be 
provided for fastening these furring strips as well as door 
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and window trim, baseboards, etc. Various types of metal 
plugs have been devised which can be laid in the mortar 
joint and into which a nail may be driven or a flat wooden 
plug can be laid between the blocks and used as a nailing 
ground. The construction details of residences and other 
buildings of concrete blocks are very ^mjlar to those of 
brick construction. 

Building Regulations. — In most cities, rather stringent 
building regulations regarding construction methods em- 
ployed in the use of concrete blocks have been passed. 
Two reasons aside from the natural desire to get safe con- 
struction are responsible for this. First, the regulations 
were in many instances prepared by authorities somewhat 
inimical to concrete construction. Secoad, so many very 
poor blocks were made in the beginning of the concrete 
block industry that some means of restricting the manu- 
facture of blocks to good ones had to be devised. 

The thickness of walls usually employed for block con- 
stnictioti is as follows : 

One story buildings, 8 inch walls. 

Two story buildings, lo inch walls. 

For three and four story buildii^, lo to 12 and r5 inch 
wails, the" thickness increasii^, of course, from the top 
downward. It is doubtful if the use of concrete blocks is 
advisable on very high buildings. 

As in brick masom^ construction, it will be necessary to 
put in an occasional course of headers or blocks extending 
across the wall. This practice is not followed where the 
wall is not over 25 or 30 feet high, but where h^er walk 
are constructed, every fifth or ^th course should be a 
course of headers. In many cities, the manufacturers of 
concrete blocks are not permitted to sell or use their product 
until it has been tested and approved by the building in- 
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specters. The blocks are made under certain specifications 
regarding the materials, and the tests to which the blocks 
are subjected are similar to the test for brick, stone, and 
general concreting. These include tests for compressive 
and transverse strength, for absorption, and for fire resist- 
ance. In small municipalities or in rural districts, such 
testing and inspection, of course, will not be done and it will 
remain for the consumer to ascertain that the product he is 
using is of standard grade. 



by Google 



CHAPTER VI 

CONCRETE FENCE POSTS 

One of the big expense bills that the American fanner 
pays annually is that for fence posts. It is estimated that 
in the United States there are 5,000,000,000 fence posts. 
Observations and investigations serve to indicate that the 
average life of a wood fence post is about five years. Posts 
made from certain kinds of timber, for instance, such as 
cedar, mulberry, locust, and osage orange are, of course, 
much more durable. This timber, however, is comparatively 
scarce and expensive or its use is confined to restricted lo- 
calities. Many varieties of wood, when made into posts 
and set into the ground, do not endure for more than two 
or tluee years. Wliile there are no doubt instances of lines 
of fence posts having stood in good shape for 20 or 25 years 
or even longer periods of time, it is perfecUy reasonable to 
believe that the figure given above for the average life of a 
post is fair. On this assumption, it is seen that the number 
of posts that require replacement every year is in the neigh- 
borhood of 1,000,000,000. At an averagecost of 1 5 cents this 
would mean an annual replacement cost of $150,000,000, a 
very heavy toll indeed for the maintenance of fences. If 
any material can be found which will reduce this heavy 
expenditure it would certainly seem to be worthy of the 
most earnest consideration by the consumer. One of tiie 
best indications of what a serious economic consideration 
the matter of fence posts is, is the attitude of the railroads 
of the United States towards tbis proposition. All of them 
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together have thousands of miles of fence to erect and main- 
tain and they are continually spending immense sums for 
this item alone. It is significant to note that a number of 
the largest railway systems in the country have adopted 
concrete fence posts to reduce this great expense item. 

Let us assume, for the purpose of comparison, that a line 
of fence containing 100 posts is to be erected. A reasonably 
good grade of cedar posts will cost approximately 25 cents 
apiece and a liberal estimate of the length of life of such a 
post is 15 years. In a period of 150 years the posts in this 
line of fence would have been replaced ten times and estimat- 
ing that the cost of the posts remains the same, this would 
mean an expenditure of $250 for posts alone for replace- 
ment. If, in the place of wood posts, concrete posts had 
been used, the original cost would have been approximately 
the same, for good concrete fence posts can be made at this 
cost. Experience has shown that under average conditions 
the amount of loss of well-made posts in a line of fence does 
not exceed 2 per cent, or in other words, in the line of 
fence of 100 posts, we should have had to replace them 
three times during a period of 150 years, the replacement 
being made every 50 years. This means an expenditure of 
only $50 for posts for replacement. No consideration has 
been made of the labor involved in resetting the posts or in 
the taking down and erection of the fence each time the 
posts have been reset. 

The concrete fence post is a cement product that has 
suffered severely from a number of causes. Ignorance of 
construction methods and carelessness in handling have 
been responsible for a great deal of the blame which 
has been unjustly laid upon the post itself. It has been 
thoroughly demonstrated, however, that the properly made 
concrete fence post is an entirely satisfactory piece of con- 
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Crete for the piupose for which it is to be used. In this 
connection the conclusion of the report of the Conunittee 
on Signs and Fences of the American Railway Engineering 
Association is significant ; the Committee had gone into the 
subject of fence posts very exhaustively and the conclusions 
at which it arrived dosed with the statement that ' ' concrete 
posts are practical, economical, and a suitable substitute 
for wood." 

Forms. — Forms for the manufacture of concrete fence 
posts may be made either of wood or of metal. When 



Fio. 53. — Home-made Wooden Post Molds. 

fence posts are constructed in small quantities for occasional 
use, it may be entirely advisable to use wooden forms. 
They possess certain disadvantages, however, in that they 
axe somewhat awkward to use, slow to handle, and permit 
escape of considerable moisture, thereby losing also some of 
the cement. Fig. 52 illustrates one type of home-made 
forms. It is for the manufacture of a post 5 inches square 
at the bottom and 3 by 5 at the top and may be constructed 
in such a way that 4, 6, or even 10 posts can be made at the 
sftn >f time. 
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Frc. SI. — A Circular Bam Built of Concrele Blocks. 



Fig. 54. — Concrete Fence Posts at the University of Wisconsin. 



by Google 



CONCRETE FENCE POSTS 149 

The form itself consists first of a fiat platfonn or pallet; 
upon this is located the side boards of the forms. These 
may consist of i-inch stuff surfaced on four sides. The two 
outside boards must be firmly braced by triangular blocks 
as shown in order to prevent bulging, because the placing 
of a quantity of concrete into the fonn and the consequent 
tamping will result in considerable lateral pressure. The 
end boards are made of the same material as the side boards. 
Nails are driven part way in the end boards and into the ends 
of the side boards ; in this way, the side boards of the form 
can be properly located and held in place, and when the 
posts are ready for ranovaJ the nails can be easily with- 
drawn and the form dismantled. One serious objection 
to the use of wood forms is that they are likely to be expen- 
sive on account of the entire form having to lie idle while 
the conaete is setting and hardening. 

Iq Fig- 53 is shown one form of a metal mold which has 
a niuuber of good points ; metal molds are generally to be 
recommended. There are a number of good commercial 
forms on the market and their cost is not excessive. Their 
use is almost imperative when a quantity of posts are to 
be made, and when the cost is to be kqit down, for the use of 
well designed and well constructed forms will greatly reduce 
the labor cost. Metal forms are usually so constructed 
that the leakage of moisture and cement is practically 
negligible, and smoother surfaces are likely to result from 
their use than from wooden molds. Several of the com- 
mercial forms are especially designed to give exceptionally 
good agitation and tamping to the concrete resulting in a 
dense mixture and the elimination of air bubbles. The 
metal molds are very well made and with the employment of 
a reasonable degree of care in handhng to prevent rusting 
and deformation, they are practically permanent. 
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Metal molds are made to produce posts in a variety of 
shapes, — triai^ular, square, rectangular, circular^ or irregu- 
lar. Hiey are also made to be used in various ways, 
some molds being filled from the top when placed on end, 
others from the side. The majority of users, however, are 
craning to favor the simplest type of post which is rectan- 
gular in cross section and which is made by filling the form 
from the side. The post of triangular or irregular cross 
section is not equally re^tant to strains coming from all 



Fic. 55. — Cross Sections of Different Shapes of Posts. 

directions. The average line post is likely to be strained 
from both sides of a fence and consequently should be able 
to resist the strains equally well from either direction. 
For this reason, a post of simple symmetrical cross section 
is geoerally to be recommended. 

The average line post used in ordinary fences will be 7 
feet in length. In cross section, it should be at least 5 
inches square at the bottom and not less than 3 inches 
square at the top. It would be better if the top dimensions 
be 3 by s inches and that when the post is set the long 
dimension be perpendicular to the Une of the fence, thus 
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giving additional strength when the loads come from either 
side of the fence. Of course, for special purposes posts of 
different sizes can be used. Small posts to indicate bound- 
aries only need not be so heavy while end. posts will have 
to be much heavier and stronger. Sometimes, too, it is 
desirable to make the posts longer than 7 feet when a high 
fence must be made. 

Materials. — A concrete fence post is a cement product 
whose chief quality is strength and durability. Low cost, of 
course, is desirable, but the two first mentioned qualities are 
the predominant ones. The materials which enter into the 
construction of the concrete fence post are of great impor- 
tance in maintaining these characteristics of the post to the 
highest degree and great care should be used in thdr selection. 
It is much better to add slightly to the cost of the post and 
insure strength and durability than to practice false economy 
by using poor materials which will result in a weak post. 

The discussion which has been previously given regard- 
ing the selection of the cement appUes with great pertinence 
especially to fence posts. The conent, of course, must be 
good, because nothing will so weaken a post as to have 
cement that does not properly set. 

Since the concrete post is a rather small unit, the aggre- 
gate entering into its construction must be rather fine. 
Posts have been made with a mixtiu:e of cement and sand 
alone ; the best practice does not approve of this and the 
general procedure is to employ a three part mixture of 
properly proportioned materials. Either gravel or broken 
stone can be used for the aggregate, but it is essential that 
it consist of a variety of ^zes, the maximum dimensions of 
any particle of aggregate being | inch ; one of the main 
reasons for this is the fact that larger particles are likely to 
interfere with the pladng of the reinforcement. 
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If broken stone is used as an aggregate £ot the concrete 
fence post it should be assorted as to size and should contain 
no dust or impurities. Great care must be used in tamping 
broken stcme for the sharp edges and rough surfaces have 
a tendency to form bridging combinations leaving unneces- 
sarily large voids which are difficult to fill and, when not 
filled, reduce the strength of the concrete. Sometimes for 
ornamental effect, white crushed stone and white cement 
are combined to produce a post that is like white marble in 
appearance. 

So many failures of concrete fence posts come from the 
very fact that the makers of them dug the a^;regate out of a 
local gravel pit and with the gravel collected a high per- 
centage of imptuities. From a previous discussion, the bad 
effect of impurities in concrete put into posts will be fully 
realized. If gravel is used as an aggregate for fence posts 
extra precaution must be taken to ascertain that it is 
perfectly clean. The directions which have been given 
previously for the screening and reproportioning of gravel 
should be followed assiduously, for it is only by constant 
vigilance that tlie maximum strength of the concrete fence 
post may be obtained. 

Mixing and Placing. — A small concrete mixer will be 
found to be a very desirable addition to the concrete post 
factory. Hand mixing may, of course, be employed and 
for small quantities of posts may be found perfectly satis- 
factory. Very thorough mixing, however, is essential in 
order to get the greatest strength of the concrete and hand 
mixing is more likely to be cut short than extended. With a 
small mixer operated by an engine there is no tendency to 
do this ; on the contrary, the user will be found perfectly 
willing to run the engine the additional half minute which 
will result in the thorough mixing of the materials. 
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Conunercial forms are usually made with gang molds of 
6, 8, or 10 separate molds in the gang. The batch of con- 
crete to be mixed should be so proportioned that the tffiult- 
ing product will be just sufficient to fill the molds ; a trial 
or two will indicate the exact amoimt of materials to be 
onployed with no waste. The placing of the concrete 
should be done just as rapidly as possible after the mixing 
has been finished. It is imperative that the concrete be 
placed in the forms and the tamping finished before the 
initial set of the concrete has occurred. This will mean the 
mixing of the concrete and the placing of it in less than 45 
minutes. Two men with proper equipment can do the 
work in less than this time and in fact, it should be possible, 
if sufficient molds are at hand, for two men to mJT and place 
sufficient concrete to make 25 posts in one faoiu'. 

After the concrete has been placed in the molds, it should 
not be disturbed except to remove the individual molds 
from the frame for at least 10 hours or until the final set 
has occurred. Upon the removal of the individual molds, 
they can be laid in a place where they will be undisturbed 
until the posts can be taken out of the molds which under 
ordinary conditions will be in 50 or 60 hours. It may seem 
that this is an unreasonably long time before the removal 
of the molds, but it must be remembered that every pre- 
caution is being taken to maintain the greatest strength 
possible in the posts themselves and this is but one of the 
precautions. 

Before the concrete Is placed, the interior surface of the 
forms should be coated with some material to prevent ad- 
hesion of the concrete to the walls of the forms. This 
may be some sort of grease or oU applied in a thin coat. 
Common machine oil is good but somewhat ei^nsive; 
crude oil serves just as well or a mixture of tallow and 
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che^ oO. A thin coat of this is applied to the interior 
surface of the molds ; too much oil should not be applied 
as it is likely to retard the setting of the cement besides 
resulting in a possibility of discoloration which may or may 
not be considered a fault 

After the posts have been removed from the molds, the 
molds should be tborou^y cleaned out by means of a wire 
brush and a fresh coat of oil applied before the next filling 
of concrete is made. Since the concrete post must be 
made as strong as possible, it follows that a wet mixture 
must be employed. Some molds are made with the inten- 
tion of using a dry mixture but the dry mixed concrete 
post has not proved a success. The mixture which will 
result in the best post is one almost slushy in its consistency, 
about the same £ts that of ordinary plastering mortar. This 
will fill all comers of the mold well and will require little 
tamping, a gentle agitation being suffid^it to drive out 
the air bubbles and to make a dense concrete. The use 
of the wet mixture necessitates leaving the a)ncrete in the 
forms for a considerable length of time since naturally the 
wet concrete will require a longer time to harden than will 
dry concrete. 

In placing the concrete, enough material is spread in the 
bottom of the mold to make a layer a little more than i 
inch in thickness. This is smoothed out and upon it is laid 
the rdnforcing. In a rectangular post, two reinforcing 
units are laid in the concrete at this time about i inch from 
the edge of the concrete. They should be pressed into the 
concrete slightly so as to retain their position. Following 
this, more concrete is poured into the mold and smoothed 
out until the mold is filled within i of an inch or so from the 
top. At this point, more reinforcing units are included and 
placed in the same manner as the previous ones. The mold 
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is then filled with concrete and smoothed down. It is im- 
perative that the placing of the reinforcing units be very 
carefully done because improperly located reinforcement 
reduces the strength of the post. 

Remforcemenl. — Lacking of adequate and properly 
designed reinforcement has been the cause of many failures 
of concrete fence posts. Posts made with little or no rein- 
forcement and without regard to principles of scientific 
design have not been satisfactory. When, however, the 
materials used have been of the right kind and properly 
handled, very satisfactory results have been obtained. A 
number of different types of steel reinforcement have been 
proposed and tried including smooth fence wire, barbed 
wire, smooth and deformed round or square rods, twisted 
wire, fiat bands, iron pipe, specially constructed trusses of 
rods and wire, and even hard wood rods. 

Certain fundamental principles relating to the reinforce- 
ment of concrete must be understood before the post can be 
successfully reinforced. In a previous discussion on rein- 
forced concrete these fundamental principles were ex- 
pounded. Summarized, they are as follows : 

Hie reinforcing must possess sufficient tensile strength to 
equalize the compressive strei^th of the concrete, and to ob- 
tain the greatest economy rdnforcing must be placed as far as 
practicable from the plane of neutral strain. The material 
of which the reinforcing is made must also possess a surface 
sufficiently rough to enable the concrete to obtain a firm 
bond upon it so that failure by slippage will not occur 
before the compressive strength of the concrete has been 
fully developed. When placed near the center of the post 
the reinforcement is of little use because it occupies in effect 
the same position as the neutral plane and practically the 
only effect it gives is to add its own strength and stiffness 
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to that of the post ; to be most effective, it must be plaoed 
vithin half an inch of the surface. This brii^ it far away 
from the neutral plane and yet leaves enou^ concrete 
covering it to prevent destruction by rust. 

Several specially constructed reinforcii^ systems have 
been made for fence posts but almost -without exception 
these are rather expensive and do not add enough to the 
strength of the post to pay for their extra cost. The av^age 
user will generally employ a simple type of reinforcing and 
will obtain results which are entirely satisfactory and com- 
mensurate with the e^qiense incurred. 

The simplest satisfactory reinforcement consists of 
smooth steel rods. It is doubtful whether sizes any smaller 
than No. 5 rods, which are 0.305 of an inch in diameter, 
should be used. If they are smooth or almost polished, it 
would be well to treat them with a weak solution of hydro- 
chloric add or some other rust-indudng solution to roughen 
the surface so that a better bond may be obtained. ^ or 
} inch square rods have also been found to be very satisfac- 
tory though a httle more e]^)ensive than No. 5 round rods. 
The latter can be purchased at a low price from the mills, 
the seconds or rejected ones being taken. These serve the 
purpose just as well as the first-class stock, the only differ- 
eu<% usually being some shght irregularity in shape of cross 
section. Another form of reinforcement which has been 
used exten^vely and which apparently has given good re- 
sults, is twisted wire, a cable of two twisted wires being 
placed in each comer of the post. Wires smaller than No. 
10 should not be used. If smaller wire be used, there 
will be a likelihood that failure or rupture of the wire will 
occur, showing that the full compressive str^igth of the 
concrete has not been developed. 

The use of barbed wire, either new or old, for reinforcing 
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is not to be recommeiided. The main reason for this is 
that the wire is more or less kinked and bent and it is ex- 
tremely difficult to get it stretched out into a strait and 
stiff rod. The reinforcement should be in such a fonn that 
when the strain is transmitted to it through the concrete, 
it will immediately take up this strain throughout its entire 
length and this cannot be done when kinks or bends are 
present. Barbed wire is also very difficult to handle on 
account of the sharp points and its cost is usually as great 
as that of plain wire which gives much better results. 

The preparation of the reinforcing rods consisting of the 
two twisted strands of wire is a comparatively simple 




Fio. 56. — Device (or Making Twisted Wire Reinforcement. 
(Courtesy of A. Tomquiat.) 

matter. One arrangement is to pass a long piece of wire 
around a tree, post, or other solid object, bring the ends 
back and twist them securely around opposite spokes of a 
heavy wagon wheel. If the axle of the wagon then be 
raised slightly the wheel can be spun around and the wire 
will be twisted quickly. In twisting the wire in this way 
there will be a tendency, of course, to shorten and provision 
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must be made for this so that the tension may be kept upon 
the wire. A twisted cable may be made in this way loo or 
200 feet long and after having been made can be cut up into 
suitable lengths with hammer and chisel ot with pliers. The 
ordinary line post will require a reinforcing rod approxi- 
mately 6} feet long. Another device whereby the twisted 
wire reinforcement can be very easily made is shown in 
Fig. 56. This consists of a crank mounted at one end of a 
plank or bench and a hook attached to the spring at the 
other end of the plank. A lei^th of wire sufficient to make 
a single reinforcement is cut off, bent around the hook on the 
spring, and the ends fastened around the crank rod. By 
turning the crank the wire in a few seconds is twisted into 
a finn, straight bar, the tension being maintained by the 
heavy spring at the end of the plank. 

In some cases, the ends of reinforcing rods or wires are 
looped or bent back in order to prevent the slipping of the 
reinforcing. Results of tests do not indicate that this 
means increases the strength to any appreciable degree. 
While some investigators state that smooth rods or wires 
wiU slip in concrete when used as rdnfordr^, it is doubtful 
whether this conclusion is entirely correct. Most tests 
certify to the fact that the bond between steel and concrete 
is considerably stronger than necessary to develop the full 
tensile strength of the steel when the reinforcing is as small 
as it is in the fence post. It is evident that with the small 
reinforcing rods used the ratio between the surface exposed 
and the cross section area of the steel is comparatively high. 
The consistency of the mixture will have some effect upon 
this particular point, for when concrete is mixed dry there is 
less contact between the concrete and the steel, but with a 
wet mixture good contact should be made throughout 
the entire lengtii of the reinforcing. 
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In most instances the concrete fence post will break at the 
ground as the result of a thrust from above. It may be 
found advisable to include in the post some additional 
reinforcing which extends 10 or 12 inches above and below 
this point. If such reinforcing is located in this way, the 
ends should be bait because it is doubtful whether such a 
short piece of metal would not slip in the concrete. 

The large end posts and brace posts require ^>ecial 
arrangements for their reinforcing. Gate posts and end 
posts are very often subjected to extremely heavy loads and 
their reinforcing should consist of | or ^ inch or even larger 
bars properly located. For instance, an average 42-inch 
woven wire fence should have put upon it a tension of four 
or five thousand pounds for its best maintenance, and the 
end posts will have to bear practically this entire strain ; 
and consequratly, will require proportionately heavy re- 
infordng. 

Curing. — Proper curing of fence posts is essential to the 
development of their full strength. As previously stated, 
the posts will remain in the individual molds for 50 or 60 
hours. During this time, they should be sprinkled two or 
three times a day in order to retard the hardening of the 
exterior. When they are removed from the mold, they 
should be handled with extreme care so that no cracks, how- 
ever fine, might develop, and if possible, should be laid on a 
bed of damp sand and sprinkled as before for several days. 
By the end of a week after molding they should be strong 
enough to stand careful handling and can then be stood up 
on end, in a slightly leaning position, against some support. 

From this time on, the posts should be stored in some 
location which is protected from the wind, sun, and frost ; 
a comer of a protected shed makes an excellent place. If 
no such place is available a temporary shed consist!:^ of 
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canvas on a solid frame will suffice, providing the tempera' 
ture within this indosure does not get too low. After 
the posts have been set on end in this location the sprinkling 
should still continue for two or three weeks more. The 
purpose of the constant application of water is to insure the 
uniform hardening of the posts and the prevention of 
shrinkage cracks which would ruin the posts. Posts should 
not be used for at least 60 days after having been made and 
it would be better if three months elapsed between the 
time of their manufacture and the time of their setting. 
From this, it is evident that the manufacture of the posts 
should not be left until the time when the posts are needed. 
Instead, the making of them should be a "rainy day" job ; 
a few posts can thus be made at intervals and it is surprising 
to see how fast they accumulate if full advantage is taken 
of every opportunity to make them. 

At the end of from 60 to 90 days the posts will have 
hardened sufficiently to withstand rather severe handling. 
This does not mean that the posts should be carelessly 
bandied, for dropping them upon a rough surface or drop- 
ping one upon the other will result in breaking since con* 
Crete is a brittle material and possesses little elasticity. In 
hauling them to the place where they are to be set, they 
should be laid in the bottom of a wagon, preferably upon a 
thin bed of straw. They should not be piled one on top of 
each other if it is possible to avoid it. The weight of the 
concrete fence post will vary from 60 to 100 pounds which is 
not too much for one man to handle if care is employed. 
The posts should be set to a depth of at least 2J feet and 
the earth firmly tamped in around them. Some objections 
have been raised to concrete fence posts on the ground that 
the frost would raise them out of the ground. Their own 
weight would tend to prevent this and the fact that they 
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are larger at the bottom than at the top will be an additional 
cause of prevention of raising. It will be found in actual 
practice that the concrete fence post will stand as firmly and 
as solidly, if not more so, than almost any other type of 
post. 

Fasteners. — Tlie subject of fasteners is one that has 
given the manufacturer a great deal of trouble. For many 
years, hundreds of special devices for this purpose were 
tried out but it has been found that nothing is so satisfac- 
tory as a simple tie wire wrapped aroimd the post and firmly 
twisted on to the line wire of the fence as shown in Fig. 57. 
The wire used for this 
fastener can be as light as 
No. 13, and a fastener 
may be located at every 
wire in a woven wire fence 
or at every second or third ^^_ j^_ _ Atuch^t ot Wi™ to Post, 
wire, depending upon the 

degree of security desired. This fastener is cheap, very 
easy to use, does not affect the strength of the post in any 
way, admits of the easy removal of the fence by simply 
sniping the fasteners with pliers, and taking everjiiiing 
into consideration, it is as worthy of recommendation as 
any that has ever been devised. 

End and Gate Posts. — A properly designed and built end 
post will add very much to the life of any kind of fence. 
It would seem that it would not be consistent to construct a 
fence using concrete line posts unless especially strong 
and durable posts were erected at the ends to take the ten- 
sion load of the fence. As previously stated, this is likely 
to be several thousand pounds, though as a matter of fact 
the farmer who will put such a load upon his fence is the 
exception rather than the rule. 
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End posts and gate posts are very often made much too 
ligbt. To sustain the fence properly they should be at 
least 14 inches square at the ground line, tapering up to 10 
inches square at the top. The reinforcing should be ample 
and it will be found advisable, since such posts are not very 
ntimerous, to put some additional expense into them to be 
certain that they will be strong enough. 

Fig. 58 shows one type of end post which has been success- 
fully employed to re^t the strain of a tightly stretched 




Fig. 58. — An UnuatuJly Strong End Post. 



wire fence. The method of construction is evident from 
the study of the illustration. A trench is dug extending 
from the end of the frace along the line of the fence itself. 
This trench may be 5 or 6 feet long and about a foot wide. 
Short trenches are dug near the surface of the ground, 
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peipendicular to this longer trench. From the point of the 
base of the post a hole is bored backward and downward 
with a post auger for a distance of several feet. These 
holes are filled with a slushy concrete as are the trenches, the 
concrete being at least 8 inches de^. Tlie form for the post 
itself which has been previously prepared of 2-inch lumber 
and greased on the inside is now supported in position above 
the concrete in the trench and is filled with a rather wet 
concrete. As the concrete is put in the holes, trenches, and 
form, the reinforcing rods are inserted. These consist of 
^inch square twisted or corrugated steel bars reaching 
around all the comers as shown in the illustratioa. Holes 
are provided in the post by inserting greased cores of J-inch 
steel extending through the form. They are inserted before 
the concrete is put in and as soon as the concrete has 
hardened are driven out. The method of attaching the fence 
is shown in the illustration. If the post is a comer post, 
and must sustain the tension of the fence from two direc- 
tions, the construction is similar except that two trenches 
are extended, one in the direction of each line of fence, and 
two diagonal holes are bored extending back from the loca- 
tion of the post itself. 

Strength. — In the following table are shown the results 
of some tests of concrete fence posts which were made by 
Professor J, J. Richey of the Univeraty of Illinois in 1910. 

These tests are on posts of various mixtures, sizes, and 
reinforcements. It is seen that there is a great deal of 
variation in the average strength of the post, which is to be 
expected. In these tests it was intended that the steel be 
placed I inch from the surface though measurements made 
after the posts had been broken showed that the distance 
varied from -^ of an inch to i-^ indies. Hie aggregate 
counted of sand and gravel fairly well graded in size. 
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The maximum size of the gravel was f inch though Pro- 
fessor Richey states that in his opinion the maximum size 
should be ^ inch in order that the reinforcement may be 
conveniently placed at a distance of J of an inch from the 
surface. 

Cost. — To estimate the probable cost of a concrete fence 
post let an analysis be made of the cost of the materials and 
labor. In small quantities cement will cost $1.60 per barrel. 
Excellent a,^;rega.te can be obtained at a cost not to exceed 
Si. 50 per cubic yard. The cost of the reinforcement should 
not exceed 8 cents per post. Two men with proper equip- 
ment can make at least 100 posts per day. The number of 
line posts of average size that can be made from a. barrel of 
cement will vary, depending upon the mixture, but using a 
proportion of i part of cement to 2J parts of small aggre- 
gate to 3 parts of coarse aggregate, which is a good rich 
mixture, a rninimiitn of 20 posts can be made. The total 
cost of materials for 20 posts will then be as follows : 

I band of cement 9t.6o 

I cubic yard of aggregate 1.50 

Reinfordng 30 posts at 8^ 1.60 

Total $4.ja 

This is approximately 24 cents per post for materials and 
the labor at a liberal estimate will bring it up to 30 cents. 
This is no more than good wood posts will cost in localities 
where lumber is scarce. 

To reduce the cost, ba^ed cement can be bought in 
large quantities at a reduction of 15 cents to 20 cents per 
barrel and bulk cement at an even greater reduction. 
Under favorable conditions, good gravel can be secured for 
50 cents a cubic yard. By buying reinforcing in quantities, 
the cost of this time can bereduced to 6 cents per post. If 
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common labor is used, two men at $1.75 each per day will 
bring the labor item to 3^ cts. These revised figures will 
show the minimum cost of 20 posts to be then as follows : 

Cement, i barrel Ji,40 

Aggregate, i cubic yd 50 

Reinforcing, 30 posts at 6^ 1.20 

Labor, 30 posts at 3}^ 70 

iaVso 

Cost of I post, 19^ 

This reduction in cost has been accomplished without 
weakening the mixture. 
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CHAPTER VII 
TANKS, TROUGHS, AND aSTEENS 

Tanks. — The prt^ressive farmer considers that the health 
of his live stock is second in importance only to that of his 
family. He knows that the only way in which he can main- 
tain the health of his live stock is to promote, as fat as possi- 
ble, sanitary conditions surrounding them and to provide 
for them sanitary equipment. Concrete, being the most 
practical sanitary building material, comes into its own in 
this connection and becomes a great factor in promoting and 
preserving health. A very common source of infection for 
the various diseases to which the farm animals are subject 
are tanks and watering troughs from which they are com- 
pelled to drink ; in so many instances, the reservoir con- 
taining the water supply consists of an old, rotten, slimy, 
covered wooden tank which, especially in warm weather, 
affords a splendid breeding place for germs. Concrete 
tanks, if properly built, are superior in most respects to 
any other kind of tank. Concrete is smooth,, imper- 
vious, easily cleaned, permanent, produces no slivers to 
stick into the gums and lips of the aninuils, and never 
becomes "sour." There is no rotting and no infestation 
with disease germs. Should occasion demand it, tanks and 
troughs when , made of concrete can be disinfected very 
easily and thoroughly. 

Tbere are a few special precautions in the construction 

of concrete tanks that must not be overlooked. In the 

first place, the foundation and walls must be made suffi- 
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doitly strong to be durable ; a farm stock tank is subjected 
to very hard usage and even concrete, as hard as it is, will 
succumb unless precautions are taken to make the strength 
sufficiently great to resist it. It is possible to make the 
walls of solid concrete without reinfordi^ but as a. general 
rule this is an undesirable procedure, for more than twice 
as much concrete must be used as in reinforced walls, and 
even then the same degree of strei^th cannot be obtained. 
In the second place, the concrete from which the tank is 
made should be placed continuously so there will be no 
Une of demarcation between the pladngs of concrete, as 
might occur were the foimdation made one day and the 
walls made the next. Tliis necessitates that complete 
preparation for the making of the tank be finished before 
the mixing of the concrete is begun ; all materials should 
be on hand and sufficient help should be available so that 
the mixing and placii^ can proceed with the greatest 
rapidity. Finally, the concrete from which the tank is 
made should be of such a quality that it be waterproof ; 
this can be accomplished by making a rich dense mixture 
of the proper proportions, or perhaps including some form of 
comm^cial waterproofing in addition to coating the in^de 
of the walls with a cement paste. 

In tanks of any great size, reinfordog will, of course, be 
necessary. The size of the reinforcing wiU depend upon 
the size of the tank, but usually |-inch rods running both 
lengthwise and crosswise and placed 6 inches apart will 
prove suffident; at every intersection of the rods, they 
should be fastened together by soft fine wires. The con- 
crete must be mixed so wet that it will flow over and around 
the metal reinforcing and against the forms. The materials 
for the concrete must be very carefully proportioned and 
no a^regate larger than that which wiU pass through a i- 
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inch screen should be employed. It must be remembered 
that a concrete tank when once in place is usually there to 
stay and the location of it should consequently be chosen 
with care. 

Construction of a Square Tank. — The first thing to be 
done in the construction of a tank wUl be to excavate for 
the foundation ; the depth of the excavation will depend 
upon the contour of the land and somewhat upon the size of 
the tank. In ordinary cases, an excavation of about 12 
inches will be sufficient. This will admit of a fill of 6 inches 
of cinders or screened gravel which should be very carefully 
tamped in place. Upon this sub-base is laid the foundation 
of the tank ; this should consist of about 6 inches of con- 
crete of a somewhat leaner mixture than that used in the 
construction of the tank itself. With good materials, a 
mixtiu'e of i : 3 : 6 will probably be satisfactory. If desired, 
the sub-base and foimdation of the tank may be made to 
extend several feet outside the exterior wall of the tank. 
This will prevent the formation of mud holes which would 
otherwise be extremely likely to occur, besides TnaWing a 
more substantial and better appearing job. 

When the foundation has been laid, the wall forms which 
have been previously prepared should be put in place. 
Fig. 59 illustrates the construction of the forms for a rectan- 
gular tank. Ilie boart^ that are used in the forms them- 
selves consist of I X 6 surfaced boards very firmly braced 
by means of 2 X 4's. It is well to build the outside forms 
in four sections and have them carefully marked so that 
they can be erected rapidly and with no waste of time or 
labor. In the illustration it is seen that in the exterior 
form, the boards of uneven length can be used without 
sawing more than one end ; thus there will be no waste of 
lumber. The interior forms are made of the same material 
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as the exterior fonns and very thoroughly braced so that no 
bulging will occur. Braces runnii^ aaoss in one direction 
are shown but if the tank is 4 feet wide or more it will be 
found advisable to exteiul braces in the other direction in 
order to prevent bulging at the ends. The interior form is 
made with a taper toward the bottom so that the thickness 
of the wall at the bottom is about 8 inches and that at the 
top is but 5 inches. This taper serves two purposes; 



Fio. SQ. — Wall Fonns foi a Rectangular Tank. 

first, it admits of the easy removal of the interior form and 
second, it forms a battered wall on the tank which prevents 
a direct lateral strain should freezing occur in the tank. 
Hie thrust of the ice will be deflected and the ice, instead of 
breaking down the walls, will be forced upward. Hie total 
depth of the interior forms should be about 6 inches less 
than that of the exterior forms. Of course, the surface of 
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the exterior fonns with which the concrete comes in contact 
should be well greased so that there will be no adhesion of 
the concrete to the boards. Since the inner wall is to 
receive a coating of cement wash, it is better not to grease 
it ; any pitting caused by the removal of the inner form can 
be fiUed up with a rich mortar, before the wash is applied. 

The outer form is put in place and firmly braced. A 2J 
inch layer of a rich mixture of concrete is then spread out 
on the foundation; immediately following this, the rein- 
forcing, of whatever tyjie is used, is ^read over the concrete, 
bending the ends up so that they will project to within i 
inch of the top of the form at the side and the ends. When 
the reinforcing has been placed, another 2^ inch layer of 
concrete is placed upon the bottom and the whole mass is 
then lightly but evenly tamped to bring the mortar to the 
surface and to smooth it off evenly. The inner form which 
has been previously prepared is then set in place, taking 
care to keep it at equal distances o^ all sides from the 
exterior form and being certain that its top is level with the 
top of the exterior form. The filling of the concrete between 
the inner and outec form then proceeds, placing horizontal 
reinforcing at 6 inch intervals around the tank until the 
forms are filled. A few additional reinf ordt^ rods should be 
bent at right aisles and placed in the comers so as to give 
additional strength at this point where it will be found to be 
necessary. Under some circumstances, some sort of a 
woven wire fabric can be used instead of the rod reinforce- 
ment. This must be laid so that it may run up in the side 
walls quite close to the top. 

If the work has been carefully done and properly man- 
aged, the filling in of the concrete for the tank itself will be 
the last thing that is done in the evening. During the 
night, the concrete will have an opportimity to set and to 
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haiden somewhat, probably enou^ so that the interior 
fonn can be removed carefully the next day. In large 
tanks, however, it may not be possible to do this until two 
days have elapsed. It is difficult to state jmt what length 
of time will be required for sufficient hardening of the con- 
crete to pennit the safe removal of the forms because so 
much depends upon the weather, the temperature, and the 
wetness of the mixture. However, the forms should be 
removed as soon as possible and both the interior and the 
exterior surfaces should be gone over with a wash of a 
cement paste in order to fill in existii^ pores and to give it 
a good appearance. It may be found advisable to coat the 
interior of the tank several times at five or six hour intervals 
in order to get a perfectly smooth surface. The tank should 
be protected, of course, from the direct rays of the sun or 
from hot winds and should be sprinkled every day to insure 
an even hardening of the concrete. After a week has 
el^>sed, the concrete should be hardened sufficiently to 
permit of filling with water when, of course, the hardenit^; 
will continue under the best conditions. 

Whenever the trough is to be connected with an inlet 
and outlet pipe, it is best to place the necessary pipe con- 
nections in the fonns before laying the concrete. ITiis will 
save a great deal of labor and trouble but where the connec- 
tions cannot be made before placing the concrete, holes for 
them may be provided in the concrete by inserting greased 
tapered wooden plugs in the forms in place of the pq>es. 
These plugs can be easily withdrawn as soon as the con- 
crete has set. 

Circular Tanks. — The construction of a circular tank is 
in the main the same as that of rectangular tanks. The 
same general directions for the construction of the founda- 
tion, floor, and walls will obtain and an equal amount of 
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rdnfordng will be necessary to gain sufficient strei^th. 
No special advantage accrues from building a stock tank 
in this shape except that any lateral pressure from the in^de 
will be evenly distributed on every portion of the wall. The 
construction of the forms is a little more difficult with the 




Fig. 60. — Fonns tor a. Cireulai Tank. 



circular tank than with the rectangular tank, and e£^>ecially 
so, if the inner surface of the tank wall is to slope out from 
the bottom upward. 

Fig. 60 illustrates the method of constructing forms for a 
circular tank. Two sets of forms are needed ; one for the 
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inside and one for the outside. Both the inner and outer 
forms are made practically the same except tliat the radius 
of the outer form is of necessity greater than that of the 
inner form because of the thickness of the wall between the 
two foims. The illustration shows the method of construct- 
ing the forms for a wall in which both the inner and outer 
faces are vertical. When the inner face is to be sloping 
the vertical boards nailed on to the circular form must be 
tapered toward one end. It is possible to use sheet iron 
instead of circular boards on the outer form if a few cross 




Fio. 6i. — Anuigement of Forms for a Small Circular Tank. 



braces are put in to prevent denting. Sheet iron is not so 
practicable for the inner form since the pressure of the con- 
crete would cause the sheet iron to bulge inward spoiling the 
good appearance of the inner face of the wall. Sometimes 
silo forms are used in the construction of circular stock 
tanks, the forms being set up and filled to the required 
depth. 

A simple form for the construction of a small and attrac- 
tive drculaj watering trough is shown in Fig. 6i. TTie 
omstruction of the troi^ is as follows : an old wagon or 
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bii^y tire is laid on the ground and a line marked on the 
inside of the tire. Excavation to a depth of 12 inches is 
made inside of the tire, care being taken to keep the earth 
wall as straight as possible. The excavation is filled to a 
depth of 6 inches with cinders or screened gravel thoroughly 
tamped. Three stakes each 3 feet long and 1X2 inches in 
cross section are placed endwise on the inside of the tire. 
The tire is then raised two feet above the ground and a nail 
is driven in each of the three stakes under the tire to support 
it at this be^ht. A circular form is then completed within 
the tire by filling the space between the stakes with slats or 
narrow boards, a nail being placed in each board to hold 
it in place at the top. All that is necessary to hold them in 
place at the bottom is a little sand tamped at the foot. A 
layer of a rich mixture of concrete is laid on top of the 
cinders to a depth of about 4 inches. U-shaped reinforcing 
rods are then placed so as to extend across tie bottom and 
up on the sides, the bars being about 2 inches from the 
surface of the slats. The inner form consists of half of a 
well-made barrel with all but the top hoop removed. The 
staves are held at the middle by light wooden crosspieces 
or by other means. This inner form should not be put 
in place until the thickness of the bottom has been brought 
up to about 6 inches by filling in with concrete ; then with 
the inner form in place the placing of the concrete for the 
walls may be completed. The barrel, on account of its 
taper, can be easily removed. Of course, the surface of the 
f onns should be well oiled before the concrete is placed or 
otherwise there may be diflSculty in removing them. Care 
must be taken to see that the diameter of the barrel and of 
the tire are such as to correspond reasonably well in order 
that the thickness of the wall at the top may not be less 
than 4 inches. 
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Smail Troughs. — Small trou^ made of coocrete are a 
very convenient type of trough to use for poultry and swine. 
On account of their weight, they are not easUy disturbed ; 
ihey never rot, and can be very easily cleaned. They can 
be made in any lei^th desired from a small rectangular 
trough to one several feet long. 

In Fig. 63 are shown the cross sections of several types of 
small troughs. The outer form can be made by building a 
bottconless box as long as desired about 14 inches broad and 
loinchesdeq). The iimer form can be made as shown m the 
sketches. The forms are laid on a {nece of roofing or build- 
ii^ paper before being filled with concrete ; the troughs, 



Fig. 63. — Small Trough Shapes. 

as will be noticed, are molded in an inverted position. Care 
should be taken to see that the forms are well oiled before 
any concrete is placed. The concrete should be of a rich 
mixture with no large particles of aggregate and it should be 
well tamped but not so thoroi^^y as to force all the large 
particles of the aggregate to the bottom. Usually, with the 
proper mixture, the interior surface of the troughs will be 
so smooth that painting with a cement wash will not be 
necessary but should it be found that the imier walls are 
unusually rou^, it may be desirable to give them a cotiting 
of cement and water mixed to a consistency of cream. 
Under some circumstances, and especially if the forms are 
made longer than ordinary, it is advisable to include a few 
reinforcing bars to give additional strength. The forms 
should not be removed until the concrete has had an oppor- 
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Fig. 6!, — a Durable Concrete Stock Tank. 



Fig. 70. — View at a Concrete Tile Factory in Iowa. 
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tunity to harden well ; this will usually not be for three or 
four days, since a wet mixture is used. 

Cisterns. — Probably no material is so satisfactory for the 
construction of cisterns as is concrete when properly made. 
This material has been used for this purpose a great many 
years, and with varyii^ degrees of success, for in many 
instances, poor concrete was used with an unsatisfactory 
dstem resulting. Underground dstems are useless if they 
leak; in dry weather, they become empty and at other 
times the ground water seeps in and makes the soft water as 
hard as that of the well. Concrete cisterns properly made 
do not leak since they are made in one solid piece and no 
trouble is experienced from the hardening of the water. 

In locating a dstem, a site ^ould be selected convenient 
to the principal downspout and to the kitchen or laundry. 
Allowance should be made for walls not less than 6 inches in 
thickness in laying out the plans. In fact, if a cistern of 
considerable size is to be constructed, the walls should be 
8 inches thick. If the ground in which the pit is dug ts 
sufficiently firm to stand alone no out^de form will be 
needed, provided care is taken to make the excavation very 
exactly. If the ground is loose so that it will not stand 
alone, the excavation should be made lai^ enough to 
include an outside form built in a manner similar to the 
inside one. 

The inside form is made by nailing i-inch boards on to 
- 2 X 4 studding so that siding will be toward the earth 
walls. If an outer form is necessary, it is made with the 
boards away from the earth wall. A 6-inch layer of rich 
concrete is placed on the bottom of the pit and immediately 
the wall forms are set on all sides. In buildii^ the dstem, 
care should be taken not to get any dirt into the concrete 
because it is liable to ihake a porous and leaky wall. After 
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the walls have been brought up to the level of the ground, a 
board $ inches high is set on edge around the outside of the 
dstem to act as a form for the platform or cover of the 
dstem. A wood floor is then laid on top of the inside form 
leavii^ the top of the concrete wall e^>osed. Tliis con- 




FiG. 64. — Cistem Forms. 



stniction is shown in Fig. 64 which also shows the forms 
for the manhole that must be provided at the same time. 
With these forms in place, the construction of the platform 
will proceed, a li-inch layer of rich concrete bemg laid 
upon the floor. Sections of heavy woven wire fencing are 
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then laid upon the concrete, the ends of the vire being 
allowed to extend within an inch of the outside lines of the 
platfonn. The remainder of the concrete is then placed, 
bringing a total thickness of the concrete up to 5 inches. 
ITie placing of the concrete should be done very rapidly and 
not stopped for any reason until the dstem cover is com- 
pleted. The upper surface of the cover should be finished 
with a wooden float, and troweled, if desired. Fig. 65 
shows the construction 
of the manhole forms. 
The manhole form itself 
is filled with concrete 
while it is still in place. 
This forms a cover of the 
same size and shape as 
the opening which is left 
in the cistern cover. 

At the end of ten days 
or two weeks the con- 
crete should have hard- 
ened sufficiently to stand 
considerable weight. 
The manhole cover can 
then be lifted out by 
means of a ring which 
was placed in the con- '^°- ^S.- Manhole Forms. 

Crete at the time of makii^. A hole is cut in the wooden 
floor, through which ingress into the cistern can be made, 
and the interior forms are then removed, beii^ passed up 
through the manhole piece by piece. 

The type of platform that has just been described may 
not be desirable under all circumstances. It is entirely 
possible that an arch or conical cover may be more practi- 
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cable than the flat cover. In Fig. 66 is shown the method of 
constnictioa for a cover of this kind. The horizontal floor 
is put in the same way as described above, and is covered 
with sand, which is heaped up in a hemispherical shape. At 
the top of the heap of sand of circular form, s inches in 




Fig 66 — Conatniction of Arcted Cistero Cover. 



height IS put m place to form the manhole. Reinforcing 
rods extend radially from the edge of the manhole to the 
outer ed^ of the cover with some additional reinfordng in 
the way of horizontal rings extending around the manhole 
at intervals of 6 inches. The forms may be built in such 
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a way that the top of the manhole is just flush with the 
ground. An iron manhole cover may be put in or the 
forms for a concrete one described in the previous discus- 
sion can be utilized. The floor upon which the sand for 
the cover form is piled should be very flrmly supported 
because of the great weight of the sand itself and of the 
concrete which is spread on top of it. 

Hog Wailows. — A wallow is as necessary for a hog as a 
bath tub is for a human being. A clean bath benefits the 
health of the hog, especially if the wallow is filled with some 
dipping solution. The hog is a rather clean animal when 
he is given opportunity for being so, and he is sure to take 
advantage of every opportunity afforded. A concrete 
wallow can be constructed at comparatively little expense, 
can be easily kept clean, and will prove to be a source of 
great comfort for the hogs on hot summer days. 

The wallow should be located in a place convenient to the 
water supply ; a level, well-drained spot is desirable, one in 




Fig. 67. — Cross Section o{ Concrete Hog Wallow. 



which mud will not be washed into it. The size will depend 
upon the number of hogs to be accommodated, though one 
that is 10 feet square is usually amply large. Excavation 
should be made to a depth of about 3 feet and a lo-inch sub- 
base of cinders or screen gravel should be firmly tamped 
into the excavation. Upon this is placed a rich mixture of 
concrete in a 6-inch layer, the sides sloping up to the outside 
as shown in Fig. 67. The walls are extended flat on the 
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ground for a distance of about 4 feet around the tank. This 
approach should be grooved so that the hogs will not sSp 
in approaching the wallow. The concrete should be allowed 
to cure thoroughly before the bc^ are allowed in it, which 
will usually take about 2 weeks. 

Dippmg Vais and Tanks. — The progressive hog raiser 
win certainly be the possessor of a dipping vat. It is 
extremely valuable as a means of preventii^ disease and in 
fact, in some parts of the country, cattle are not allowed to 
be shipped imless they have been dipped in some disinfect- 
ing solution. In Farmers' Bulletin No. 481 pubhshed by 
the United States Department of Agriculture, the following 
discussion of dipping vats is given : 

" Since the vat, of necessity, must be sunJc in die ground, a water- 
tight vat of some pennanent material is needed. On account of its 
lasting qualities concrete has been found to be an ezceUent material 
for dipping vats. 

"There are five important points to be considered in the building 
of a dipping vat : 

"(1) A blind chute — an inclined chute~with a turn, so that the 
animal can not see where he is going. 

" (1) An entering slide, steep enough to shoot the animal in, with- 
out a full drop. A direct drop, the entire depth of the tank, is liable 
to injure the animal. 

"(3) The vat must be narrow enough to prevent the animal turn- 
ing around, long enough to keep him in from one to two minutes, and 
deep enou^ not only to force him to swim, but also to make him 
disappear entirely when he takes the plunge. 

"(4) The slope at the leaving end must be gentle and its surface 
roughened or deated, so that the aniTrml may easily climb out to the 
dripping pens. 

"(5) As the liquid dip is the most expensive part of the operation, 
there should be provided two dripping pens draining into a settling 
tank 01 trough. 

"In locating the dipping vat, select a well^drained site handy to a 
water supply and convenient for a chute leading from a small, well- 
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feiced lot or corraL (Consider also the means to be used in heating 
the dip in case ftiw is required.) At the narrow end of the chute and 
in line with it, lay out the dipping vat with the entering slide abutting 
the chute. Often the chute is built on a curve, so that the animals 
can not see what is ahead of them. 

"One shape, with modifications as to uze, is OHnmon to dipping 
vats for horses, cattle, sheep, and hogs. The vat is merely a box with 
sloping ends to make easy the animal's entering and leaving. From 
the accompanying table and the plan shown in Fig. 68, choose the 
proper dimensions according to whether the tank is intended for 
horses, cattle, sheep, or hogs. 

"The lengths given will keep the animal in the vat one minute, 
which is usually a sufficient time. Where a longer treatment is de- 
sired, moat ranchmen, instead of building vats of greater lei^th, pro- 
vide a drop gate working in a groove and controlled by a rope over 
a pulley, by means of which the animal is kept in the vat as long as 
necessary. Likewise, rather than build a separate vat for aheep 
and hogs, stockmen insert a temporary division fence, running the 
full length and depth of the cattle and horse vat. This fence should 
be solid and so spaced as to prevent hogs and sheep from turning 
around in the vat. In this way, a single dipping vat may be used 
for horses, cattle, sheep, and hogs. 

"Dip the deep part of the hole first, and then sk)pe the earth for 
the slide and climb. Lay the outlet drain pipe so that the top of the 
elbow bend will be even with the surface of the finished concrete 
bottom. Tamp back the dirt thoroughly about the drain before 
placing the concrete. If a pump or steam siphon b to be used to 
remove the dip, slope the earthen bottom to a sump hole in which 
the pump or siphon pipe can be set. 

"The side walls only will require forms. If the banks stand firm, 
inside forms alone will be needed. Otherwise, cut away the banks 
so long as they crumble, and build an outside form similar to the inner 
form, but enough larger to provide for the thickness of wall required. 
Make the inside form of i-inch boards on a X 4 uprights. Use a 
rich mixture and lay the fioor and slopes directly on the sohd earth, 
"nie concrete for the sloping ends should be mixed fairly dry so that 
it will tamp well and stay in position without the use of forms. With 
the bottom and slopes built, lower the side-wall forms into the pit. 
Take care not to jar the concrete already placed. Space the forms 
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propedy and cross-brace them firmly upon each other. Fill the wall 
space with concrete mixed mushy wet. 

"In placing this concrete, be sure that it strikes the wood form 
instead of the earthen side, as concrete mixed with earth makes a 
weak, leaky wall. Carry the wails 6 inches above the surrounding 
ground to prevent floor water from nmning into the vat. Have 
everything at hand and work rapidly, so that the whole vat may be 
finished at one time and without stopping. 

"The entrance slope should be smooth to slide the animals into 
the vat without skinning them up. Finish this surface with a wooden 
float and steel trowel. Some ranchmen prefer to cover the entire 
slide with a polished steel plate, the edges of which are sunk into the 
concrete when the slide is built. If preferred, bolts may be set in 
the green concrete slide, clear of the animal's path, to which the 
steel plates are later bolted. To aid the animals in climbing out, 
imbed in the concrete the tumed-i^ ends of iron cleats bent at right 
angles similar to a capital U. Old wagon tires cut in lengths no 
greater than 20 inches and turned up 4 inches at each end will do. 
To better the footing, leave i-inch clearance between the flat surface 
of the cleats and the concrete. Space the cleats 18 to 30 inches for 
horses and cattle and 10 to 13 inches for sheep and hogs. 

Dkadono Pei^s 
"At the leaving end of the vat, lay out the two dripping pens with 
their division fence on a line with the center line of the vat, so that 
the gate at the dipping vat, hung to this fence, may dose either pen, 
when it is full, and allow the animals from the vat to pass into the 
empty pen. Use concrete posts for the fences, as they will require 
no replacing. Excavate for the drainage foundatbn, set the posts, 
and build a 6-inch concrete floor according to the previous directions. 
Slope the floors one-fourth inch to each foot in length or width, so 
that the dip running ofi the animals wiU t>e saved and drained back 
to the vat. Corrugate or groove the floor to the depth of one-half 
inch every 8 inches, in one direction. During the construction of 
the floor, mold around the outside a concrete curb, 6 inches above the 
floor and 4 inches wide. Where the dip from the floor empties into the 
vat, place a removable wire screen or strainer to keep the droppings 
and wool tags out of the vat. The wall forms may be removed after 
one week, but the vat should not be used imtil it b 3 weeks old. 
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"Fig. 68 shows a plan for druning the dip from the draining 
pens back to the vat which is much more oonvenient than strainers, 
and permits the floors of the drain pens to be made with very slight 
fall, thus preventing the an;mnl» from crowding to the rear of the 
drain pens after being dipped. 

"A shallow trough, about 8 or lo inches deep and 8 inches wide, 
is made from the side of the incline from the vat along the edge of 
the diain pen, or in the case of a double pen, on both sides of the in- 
cline. At any convenient point, insert a a-inch iron pipe into the 
trough, 2 inches beiow the t<^ of the trough, and run the pipe into 
the vat. The dip drained from the animals will run to the trough, 
the solid matter washed into the trough will settle to the bottom and 
the liquid will drain throu^ the pipe back into the vat. As solid 
mattet accumulates it is shoveled out of the trough. By making a 
hole in the far end of the trough and inserting a plug, rain water can 
be drained away from the vat whm it is not in use. 

DniENSiONS or Groond Pits vor Dipping Vats 

'"Hie dimensions of ground pits for dqiping vats are shown in the 
following table, the letters at the heads of each c<duinn corre^xmd- 
ing to those shown in Fig. 68. 
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Care ot Concsete Dipping Vats 

"Concrete dipping vats need no care other than covering them 
up or so inclosing them that persons and animals can not accidentally 
fall into them. Concrete is not injured by moisture. A concrete 
dipping vat, built of good materiab and properly constructed, will 
always be ready for use and lasts forever." 
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CHAPTER Vm 

DJEIAIN TILE. CULVERT PIPE, CULVERTS, AND 
BRIDGES 

Drain Tile and Culvert Pipe. — A great deal of land 
throughout the United States must be drained in order to 
attain its highest productivity. The method of draining 
the land was a question for many years but the use of 
drain pipes or tile, as they are commonly called, has beanne 
almost universal. About the only materials which are used 
in the manufacture of these tile are clay and concrete, 
the latter material coming into use at a much later date 
than the clay. In some parts of the country, especially 
in the central western and western states, the cost of clay 
tile in the early days of drainage was unduly high because 
of the lack of proper clays from which to make the 
tile and also on account of the high shipping rates when 
they were imported. As a result, the manufacture of con- 
crete tile assimied almost the magnitude and importance 
of an industry. Millions of feet of conaete drain tile were 
made and laid imder various conditions, and naturally, 
since the demand increased very rapidly, the growth of the 
concrete tile industry was very similar to that of the con- 
crete block industry. A great many manufacturers took 
advantage of the heavy demand, went into the business 
with inadequate equipment, and as a result, turned out 
a poor, unsatisfactory product which resulted in much 
adverse criticism beii^ directed towards it. 

There are many forms of concrete tile machines on the 
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market, from a small hand machine making but a single 
tile at a time to la^e machines entirely mechanically 
operated manufacturing a number of tile simultaneously. 
From the nature of the size and shape of the tile, and the 
thickness of their walls, it is evident that great care is 
necessary in the handling of them and that to make the 
product profitable it is almost necessary to use a mixture 
somewhat dry in its consistency ; a wet mixture of concrete 
could not be removed from the forms rapidly enough.* 
Most machines, as has been stated, use a dry mixture and 
are equipped with various size forms so that different size 
tile can be made. Even with the dry mixture the tile, if 
properly cured and carefully handled, are strong enough 
to resist ordinary usage and many thousands of such tile 
are probably still doing satisfactory duty after many yeais 
of service. 

However, the properly constructed concrete tile is one 
that is made with a rather wet mixture and properly cured 
in order to obtain as great a strength as possible. Lean 
mixtures result in a weak concrete and consequently are 
objectionable in the manufacture of concrete tile. Richer 
mixtures are being used by present day manufacturers and 
very careful attention is given to curing; consequently, 
the concrete tile of to-day are equal or superior to those 
made of almost any other material. 

Two tests for the quality of concrete tile are the "ring." 
and absorption tests. It is impossible to make a weaJk, 
porous concrete tile give a clear metallic ring when 
struck with a hammer or piece of metal ; consequently this 
test is quite satisfactory. The absorption test consists in 
weighing the cured tile before and after pladi^ in water 
for 24 hours. The per cent of absorption should not ex- 
ceed 8 per cent of the original weight of the tile. 
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Concrete tile are made in a great variety of lengths and 
diameters to suit different requirements. No concrete 
tile should be made more than 30 inches in length or 
diameter without being reinforced and all large tile should 
have a wall thickness of at least -fy of the diameter. The 
Tnir^j n u iTn thickness of wall of small tile should be i inch. 
The construction of large concrete culvert tile may not 
come within the province of the fanner manufacturer of 
concrete ; such tile are usually made in factories especially 
equipped for the purpose and where a thorough under- 
standing of the construction including the reinforcing is 
had. 

At various times there has arisen considerable objection 
to the use of concrete drain rile. These objections have 
been undoubtedly, to a certain extent, or^inated by 
manufacturers of drain tile of other materials. It is true 
that there have been failures of concrete drain tile, but in 
almost every instance when such failure has been investi- 
gated, it has been found to be due to the use of poor mate- 
rials, a lean mixture, or the employment of poor workman- 
ship. 

In some localiries, particularly in the West, it has been 
claimed that the action of the alkaline soils in which the 
drain tile has been laid has been so destrucrive to the cement 
as to cause the complete disintegration of the tile itself. A 
very exhaustive discussion of this action is given in Bulletin 
No. 81 of the Montana Ejqwriment Station. This station 
collected data showing that it was evident that the alkali 
in soil was in some way connected with the destruction of 
concrete. Very careful obs^rations and tests were made 
and certain definite results were achieved. 

"Alkali, in tht popular sense, is a term used to designate the 
soluble salts that accumulate in r^ions of little laia fall. TliQr an 
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made by the disintegration ot rocks and consequently are present in 
all soils when they are formed, but they are leached out and removed 
in the drainage water when there is sufficient rain fall and drainage. 
Where alkali-laden waters collect and evaporate, as in the ocean 01 
in sails which receive such drain waters and allow them to evaporate, 
there will be an accumulation of alkali ; they may amount to only a 
few pounds pei acre or great salt deposits inches or feet in thickness. 
The alkali salts which are present in greatest amounts in western 
soils are the sulphates, carbonates, and chlorides or sodium, mag- 
nesium, and calcium. The 'white alkali' is mostly sodium su^hate 
while 'black alkali' is largely sodium carbonate. The former is the 
most abundant." 

The conclusions at which these investigators arrived is 
interesting. They found 

" that the chemical reaction of alkali that is destructive to concrete 
is the double decompo^tion between the various alkali salts and cal- 
dum hydroxide which b a necessary constituent and probably the 
binding one of all set cement. As a result of reactions between 
these salts and the calcium hydroxide new compounds relatively in- 
soluble are formed in the body of the cement structure and these 
new aanpouuds have greater weight and require greater space than 
the caldum hydroxide replaced. This increase of space occupied dis- 
rupts the cement, causing it to bulge, crack, and crumble. A certjun 
weakening, not a disruption, of the cement is due to the loss of a 
portion of the binding material, crystallized caldum hydroxide, whidi 
is merely dissolved and removed in solution. Id order for a destruc- 
tive action to become ma^ed, the alkali sdutions must percolate 
throu^ the concrete or at least must penetrate far beyond the sur- 
face. Consequently, any measures that binder the penetration of 
the alkali solutions into the interior of the concrete will delay the de- 
structive action. Of course, when cracks are started by the expan- 
sive action due to alkali salts, intermittent wetting and drying or 
freezing and thawing will hasten the destruction of the concrete by 
extending the crack already started." 

Fiom this it is seen that it is entirely possible to manu- 
facture a concrete drain tile which will be resistant to the 
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action of alkali salts. All that is necessary is to make the 
concrete waterproof, which may be done by making it of a 
rich mixture or by using some form of effective commercial 
waterproofing. In fact, it has been foimd that the chemical 
action described above aids in the waterproofing if the con- 
crete is of a. rich mixture. The formation of new compounds 
displacing the calcium hydroxide will occur to a depth of a 
fraction of an inch on the surface of the concrete but not to 
such an extent as to result in the fonnation of cracks. In- 
stead, these new compounds will assist in filling up what 
pore spaces exist, thus effectually sealing them and prevent- 
ing further ingress of alkali solutions. 

.The subject of the disintegration of drain tile as the 
result of alkah has been investigated by a number of 
authorities and the findings are almost unanimous that 
properly constructed concrete drain tile are durable and 
economical. 

Culverts. — Very often the farmer will be called upon to 
provide a simple and satisfactory crossing for small-stream 
water courses and ditches which are found on almost every 
farm. Many of these ditches are spanned by carelessly 
built wooden or other temporary culverts requirii^ con- 
stant attention and which frequentiy are in a condition to 
invite accident. The continual annoyance and eq>ense 
of repairs which these temporary structiures occasion can 
easily be avoided by the building of concrete culverts. 
Concrete is a material which adapts itself very well indeed 
to the construction of small culverts and bridges. It is 
durable and economical and the initial cost is not great. 
The accompanying table prq)ared by Mr. A. R. Hirst, 
Acting State Engineer of Wisconsin, gives the estimated cost 
of maintaining the most common kinds of culverts over 
a period of lOO years. 
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Culverts should be made large enough to carry the largest 
amount of water which is likely to flow through them. As 
far as pos^te, they should be placed in the direction of 
the flow of the water in order to prevent dogging which may 
result in wash-outs and consequent repairs. The length 
of the culvert will depend upon the amount of traffic over 
it and upon the depth of the fill on top of the culvert. If 
the fill is imusually heavy, the culvert must be of sufficient 
length to accommodate the slope of the fill. 

The concrete culvert may be built either in arch form or 
as a simple, reinforced, flat-top, concrete box. This type is 
simpler than the arch culvert since it requires much less 
head room and therefore less excavation, besides simpler 
form work and lower construction costs. It is a favorite 
type in a flat country and under shallow fills. 

The forms for this type of culvert are very simple and 
no detailed specifications are necessary. The face of the 
forms should be made of 2 X 6 lumber dressed on one side 
and 2 edges held by supports at intervals of 3 feet of 2 X 4 
lumber. Culverts may be built with or without a floor 
according to the stability of the soil and local conditions. 
Usually a concrete floor is an advantage since it gives a 
smooth waterway which increases the capacity of the 
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culvert, and prevents clogging of the waterway and eroding 
of the stream bed with a consequent undermining of the 
foundation. Fig. 71 shows a typical design of a reinforced 
box culvert from 3 to 10 feet in span and gives a general 
idea of its construction. For spans less than 3 feet the 
construction can be scnnewhat simpler and the reinforcing 
omitted. 

When the area of the waterway required is small, that is, 
under 36 inches in diameter, it is usually more economical 
to build a concrete pipe culvert. No culvert of this type 
should be constructed having an opening smaller than 15 
inches. They should be provided with end walls at both 
ends to protect them, the end walls extending upward to 
a height at least as great as the height of the fill. 

Bridges. — While the construction of concrete bridges 
usually does not come within the scope of the farmer, yet 
it is something in which he is more or less directly interested. 
The advantage of concrete in durability, the elimination of 
maintenance cost and its economy in first cost, make this 
an especially desirable material in bridge construction. 
Bridges stand in intimate relation to the improvement of 
the public highways but the economy of building these 
structures of durable and permanent materials and accord- 
ing to intelligent economic design has not generally been 
recognized. 

The administration of road improvements in the United 
States is mainly placed in the hands of local of&dals. Hie 
bridge improvements of many of these communities are 
mainly the construction and repair of culverts and small 
span bridges. 

Local officials should be interested in securing prcf>er, 
intelligent, and econ<miic design for all bridges and culverts 
espedally where the span is greater than 20 feet. Many 
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States maintain an engineer who will give free engineering 
advice to local officials requesting his services and most 
states have state highway commissions which should always 
be consulted by communities contemplating extensive 
bridge improvements. Concrete, in the hands of competoit 
engineers, is properly fitted for bridge construction. Aside 
from the advantages which have been previously enu- 
merated, the materials can be purchased in the vicinity 
and so permit the greater part of the cost of the construction 
to be spent at home, lie same is true of the labor ; no 
great amount of skilled labor ts employed. As a result, 
local labor can be utilized, thus furthering the local distribu- 
tion of expenditures and returning a greater proportion of 
the cost to the community. 
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CHAPTER DC 

CONCRETE SILOS 

It is admitted by those who have made a careful study of 
the subject from an impartial standpoint that silage can 
be kq)t in good condition in a silo of any material be it 
concrete, stone, tile, or wood, if the material selected be 
properly used. The length of time for which the sUo 
will continue to fulfill in a satisfactory manner the service 
required of it depends, however, upon the selection of the 
material best able to combat the action of the elements, 
withstand the heavy strains due to the pressure of the silage, 
and furnish a reserve for such extraordinary conditions as 
fire and cyclones. 

One of the first essentials of any silo is that it be air- 
tight. It must, therefore, be of such material as will not 
warp or shrink, thus cauang cracks ; as much as possible 
it must be of one solid material so that changing temperature 
and weather conditions will not tend to tear it apart and 
cause openings. It must be of such hard substance that 
rats and other vermin cannot gnaw into it. The material 
should be such that it will not corrode or decay when ex- 
posed to the air and should require a minimiiTn of care in 
order to reduce the maintenance cost. 

It is also essential that it be durable, for since it is a fact 
that most farmers owning silos keep them filled more or less 
the year around, it becomes very difficult, aside from the 
expense incurred, to replace any defective parts. The 
greater the durability of the silo the better investment it is 



by Google 



198 FARM CONCRETE 

and a dlo is a structure in which there is invested enough 
money to make it imperative that returns be made for a 
con^erable length of time. 

Another essential of the sCo is that it be fireproof. The 
average farm building is constructed of highly inflammable 
materials and the silo is, as a rule, for convenience located 
in close proximity to such a building. In the majority 
of instances when fire occurs in a building of this kind, its 
total destruction results and should the sUo be connected 
with it, its destruction would mean the loss of both shelter 
and food for the stock, which might necessitate thdr sale 
at a loss, llie combined loss of food and stock would be 
far in excess of the slight additional amount which would 
have built a fireproof silo. Under some conditions, espe- 
cially in the western states, it is highly desirable that the 
silo be wind or tornado proof. Many fanners are thoroughly 
aware of this lack in many ^os and know to their sorrow the 
dire results that sometimes occur when certain types of 
silos are struck by wind storms. 

In view of these facts, it would seem that the concrete 
silo as a distinct type of silo is more than ordinarily good. 
Whether it be monolithic, stone, block, or plaster, the con- 
crete silo is in eSect one solid mass having a uniform tem- 
perature, expansion, and contraction. Rats and other 
rodents, woodpeckers, and all wood-boring insects have no 
efiFect upon the silo built of concrete. The concrete silo 
not only protects its contents against loss but protects 
itself as well, always maintaining a maximum efficiency. It 
does not bum like wood nor will it crack and break up 
like inferior vitrified brick and tile when subjected to the 
test of fire. The additional fact that concrete is a slow 
conductor of heat preserves the silage from injury through 
the fire. 
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Not only does the material from which a concrete silo is 
made make it fireproof and air-tight, but the very nature of 
the structure itself is permanent. It is proof against 
tornadoes, floods, and all other such unusual yet occasional 
tests, and it even cannot be seriously damaged by lightning. 
In erecting a silo it is important to remember that while it 
may be expected to repay its cost in a comparatively short 
time, its period of usefulness and consequent profit are 
indefinite and will be limited only by the durabiUty of the 
silo itself. Consequently, no builder oi a silo should feel 
at all disgruntled if it is found necessary to add a small 
fraction to the original cost of the silo to make it a perma- 
nent one if this additional expenditure be multiplied many 
times in later profits. The objection has been made to 
concrete as a silo material that it is porous, the porosity 
permitting the absorption of the silage juices which in 
turn cause the silage to become so dry as to spoil around the 
walls of the silo. As a matter of fact, there is no danger 
of juice absorption if the concrete from which the silo is 
built is properly made, because such concrete is in itself 
dense and impervious. Even were there moisture absorp- 
tion in a concrete silo the quantity of moisture thus 
abstracted from the silage would be so small in amount 
as to be practically negligible. 

Another argument advanced against the concrete silo 
and one which has unfortunately, through the agency of 
promoters of other types of silos, been broadcast, is that the 
add in the silo eats into and disintegrates the concrete, 
forming a compound with the various elements in concrete 
which renders the silage unfit for food. It is a fact that 
there is a small amount of acid in sUage ; if, however, this 
add were present in such quantities as to have any percep- 
tible effect on the concrete walls of a silo, it could not be the 
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beneficial food that it is for cattle. Hie poxientage of 
add in ^lage is extremely low and only in porous concrete 
can tlie juice enter to any appreciable extent. Conse- 
quently, when the silo is built of properly made concrete 
the action of the add in the silage juices is barely, if at all, 
apparent. 

The question of freezing which is one very often brought 
up in connection with the concrete silo, is not a really legiti- 
mate one. As a matter of fact, sil^e will freeze in almost 
any kind of silo if it is built in a cold region. Frozen 
silage should not be fed to stock, but if thawed out and fed 
immediately there is abundant evidence to prove that no 
bad effects whatever will be experienced. Concrete is a 
poor conductor of heat ; consequently in a short sharp frost, 
the frost will not reach the ensilage. In case of a heavy and 
continued frost, the walls of the concrete silo will absorb 
and retain the cold for a loi^ time, thus preventing rapid 
thawing. The action of this is to maintain the silage at 
an even temperature. The experience of thousands of 
concrete silo owners is to the effect that if the concrete is 
made right the silage put into the silos will be of as perfect 
a quality as in any other type of silo. 

Concrete silos are made in several different types ; these 
may be induded in the following classification : tdock, 
slave, piaster, and numolUktc, All advantages and dis- 
advantages pertaining to one type of concrete silo are not 
necessarily possessed by the other kinds, but the general 
qualifications of the concrete silo can be appfied to all types. 
They will require practically the same foundation and can 
be equipped with the same kind of roof and chute. There 
are enough owners of each one of the different kinds report- 
ing upon them to furnish ample evidence that all kinds are 
satisfactory. 
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Foundation. — The location of the silo depends upon a 
number of things and more particularly upon the local 
arrangement of the farmstead. In the case of the silo 
supplying two bams it is well to have it located at one end 
of the passageway between these bams. In cases where 
there is a large herd to supply, it is economical to have some 
small cart or carrier running on wheels to convey the silage 
to the feed boxes. If possible, the silo should be located 
on the south side of the bara to be protected as much as 
possible from the cold. In a round bam, the natural loca- 
tion for it will, of course, be in the center of the bam, which 




Fio. 73. — Sweep for Laying Out Circular Foundations. 

is usually the center of the feeding activities, where it will 
also act as a sort of center pole for the stmcture of the 
bam. Consideration also should be given to the fact that 
it must be easy of access at time of filling, proper provision 
being made for the engine and cutter and for the loads of 
fodder, so that there will be a minimum interference with the 
regular farm work while the process of filling is proceeding. 
When the location has been decided upon, the construc- 
tion of the foundation may begin. The excavation can be 
laid out very conveniently with the employment of a simple 
sweep, such a£ is shown in Fig. 73, which consists of a heavy 



by Google 



202 FARM CONCRETE 

stake driven in the center of the spot selected for the silo 
and upon which is pivoted a long arm bearing a chisel- 
shaped stake with which to mark the drcumference as the 
arm is swung about the center. 

The excavation should be carried to a depth not to exceed 
5 feet below the ground line. Zn this way, the height above 
the ground is reduced, considerably decreasing the amount 
of scaffolding necessary and reducing the amount of work 
required in the hoisting of materials. In addition, the 
foundation is brought below the frost line. Any greater 
depth than that mentioned is objectionable in that it adds 
to the labor of removing the ^age. All of the earth within 
the circumference described by the sweep should be removed 
down to a point i foot from the bottom ; below this point 
the excavation should be made the shape and size of the 
foundation, 2 feet wide by i foot deep, so placed that the 
outer edge will come directly up to the edge of the excava- 
tion, assuming that the sides of the latter are perpendicular. 
If a floor is to be put in, the excavation should be carried 
down to 4 inches below the top level of the floor, providing 
for a floor 4 inches thick. 

It is sometimes advisable to dispense with the silo floor, 
especially when the silage would rest upon a dry clay or 
non-porous soil and where the foundation is deep enough 
to prevent undermining by rodents. As a general pro- 
cedure, however, a floor is a good thing because it is not 
very expensive and it wiU mean that the floor of the silo 
can be easily cleaned and there wiU be no mixing of earth 
with the silage ; a 4-inch thickness is amply sufficient be- 
cause the weight of the silage, though very great, is uni- 
formly distributed. The floor itself should be made 
s^arate from the foundation. 

When the excavation has been completed, the placing 
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of the conctete for the foundation may begin. Since the 
concrete is entirely in compression, a medium lean mixture 
will be entirely permissible. Usually the concrete may be 
placed in the excavation with no forms whatever, but in 
some kinda of loose soil light boards held in position by 
stakes may be necessary. The top of the concrete must 
be leveled oS with the top of a straight-edged board and 
spirit level in order that the superstructure which followa 
may be vertical and present an even weight on every por- 
tion of the foundation.- Twenty-foiu" hours is the time 




. Fig. 74. — ConsUuctioD of Silo Floor and Foundation. 

usuaJly required for sufficient hardening of the foundation 
to permit of the procedure of the building of the walls. If 
the silo is to be built to a great height, as is being done 
in recent years, it may be necessary to make the foundation 
heavier and wider in order to provide plenty of footing to 
bear the exceedingly heavy superstructure. Fig. 74 illus- 
trates the details of the construction of the silo foundation 
and 0oor. 
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Block Silos 



Concrete silos constructed of hollow blocks are popular 
in all of the northern states and more especially so where the 
winters are very cold, because of the security against freez- 
ing pro'nded by the hollow wall. Next to the monolithic 
type, the concrete block silo is the style of concrete silo 
most common at present. The cost of this silo is often 
more than for one of monolithic construction. The best 
concrete block ^os are those erected by contractors who 
have made a ^lecialty of this class of work. There are 
good block, silos which have been erected with hom^nade 
blocks and by home labor, but where there is a reliable 
block contractor in the vicinity it generally pays in a 
saving of time as well as in materials and numerous other 
ways to have the work done by people of experience. A 
concrete block silo is constructed with comparative ease 
since no forms are necessary and the blocks are usually 
rather large units. The main disadvantage of this type 
of silo lies in the difficulty of making blocks that are dense 
and impermeable. As a consequence, many concrete block 
silos are not entirely satisfactory. If the interior face of the 
block is made waterproof, this objection can be overcome 
without any great difficulty. There is aho a little danger of 
an opening forming between a block and its adjacent mortar 
joint due to the shrinkage of the cement mortar in which 
the block is laid. 

Concrete blocks can be made in the winter, when there 
is no press of other farm work, and the blocks are allowed 
to cure thoroughly before use. They can also be trans- 
ported to places where it might be difficult to transport 
the forms used in monolithic construction. The air space 
of the hollow block silo is an advantage in protecting the 
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silage from freezing. The blocks may be either Bat faced, 
bevel edged, or faced in imitation of stone. As a rule, the 
flat-faced block will give the better looking silo. 

It is true that the concrete ends of the hollow blocks con- 
vey the cold from the outer to the inner surface of the 
block, but not to the extent it would if the block were 
solid. There are now on the market block machines which 
construct blocks in which the only connection between the 
outer and inner surface is the reinfordng used. 

Although, as said before, the blocks can be constructed 
by the owner of the silo in the winter, the same saving of 
time will be effected and probably superior blocks procured 
if he obtmns them from some reliable block contractor 
whose experience has taught him how to obtain the best 
results in block makii^. The owner, however, should 
always examine the blocks before they are used in the silo, 
rejecting all that are damaged or of an inferior quality. A 
crack of any size or broken or crumbly edges are sufficient 
reason for the rejecting of a block. Blodcs which absorb 
moisture too rapidly should also be rejected. Warped 
and distorted blocks, though they might give good service, 
are unsightly and are also likely to cause an uneven surface 
on the interior of the silo which will prevent the even settling 
of the silage. 

The laying of the foundation has already been described. 
In the mortar between the foundation and the first layer of 
blocks should be placed the £rst hoop of horizontal re- 
infordi^. A sweep from the center of the silo should be 
used with a guide board to insure maintainiiLg a true circle 
on the interior of the silo. In laying the blocks the two 
on each side of the doorway should be laid first, the balance 
following the course of the sweep around the drcle. 

It is essential that sufficient rdnfoidng be used hori- 
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zontally between the blocks, particularly at the base of the 
silo, where the walls must stand tremendous pressure. 
When obtainable, it is best to use blocks in which the re- 
inforcing rests in a groove on the upper surface of the block, 
thus giving it a firmer hold in the wall. Instead of over- 
lapiung as in the case of the monolithic silo, the reinforcing 
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Fig. 75. — Continuous Doot Opening fot Block Klo. 



rods must either anchor around a block or have their ends 
hooked into each other. Vertical reinforcing is not common 
in block silos, though there are some firms having block 
forms which provide for such rdnforcing, this giving added 
strength to the ^. 
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Before being placed in position, all blocks should be 
thoroughly soaked to prevent the absorption of moisture 
from the mortar. The mortar should consist of a i : 2 m ix 
of cement and clean sand, to which may be added not more 
than 10 per cent of hydrated lime if the mason wishes to 
make it work more easily under the trowel. 

The continuous doorway is used practically without 
exception for block silos. To the vertical rods of the door- 
way are securely tied the horizontal rods of the silo. These 
same vertical rods also sustain the cross-rods of the doorway. 

The accompanying table gives the amount of horizontal 
reinforcing necessary for block silos. Fig. 75 illustrates 
the method of constructing a continuous door opening for 
a concrete block silo, the vertical rods in the door jamb 
acting as anchors for a horizontal reinforcing of the silo. 
It is entirely possible that individual doors can be used 
by leaving out some of the blocks in certain tiers, care 
beii^ taken to increase the reinforcing in the space between 
the doors so that the total amount of reinfordug is not de- 
creased. 

Stave Silos 
The concrete stave silo was originated in order to provide 
a silo which would have all the advantages of concrete 
^os and yet be as simple in construction as the ordinary 
wood stave silo. In its development, however, certain 
inherent disadvantages came to light, but as time progressed 
they have been to a great extent eliminated. The objection 
of porosity which applies to the concrete block silo applies 
with equal pertinence to the concrete stave silo in the 
majority of instances. Most staves are manufactured 
under patents and in order to reduce the cost of manufacture 
the making of the staves must proceed with as great 
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rapidity as possible. Consequently, it is the usual thing to 
find that the staves ate made of a dry mixture and are 
therefore porous. Another fundamental weakness of this 
class of sUo is the constant exposure of the reinfordng steel 
to the action of the weather since in practically all concrete 
stave sUos the reinforcing is not imbedded in the silo itself 
but is in the shape of hoops which band it just as do the 
hoops of a wooden stave silo; consequently it is not so 
permanent as one in which the reinforcing is covered and 
so protected. 

The main advantage of the concrete stave silo Hes in the 
fact that it can be constructed without the use of forms, 
the process of erection being in most respects similar to 
that of erecting a wood stave silo. It is also possible to 
discontinue the work at any time without any detrimental 
effects being consequent. Since the walls are usually not 
more than 2^ or 3 inches thick a considerable saving in 
concrete is accomplished. 

The construction of this type of silo is a comparatively 
simple proposition. The foimdation is prqiared just exactly 
the same as for any other type of silo. The staves are set 
upon the foundation, then hoops are put around and 
tightened up and all joints are either covered with a cement 
paste or, in some certain cases, poured concrete is used 
to make the junction between the staves. It is in the con- 
struction methods that most of the disadvantages of the 
concrete stave silo occur for it is dif&cult to make every 
joint between the staves a perfect one and it is also difficult 
to have the tension of the hoops absolutely uniform. If 
the tension in the hoops is not uniform, the lateral pressure 
against the staves when the silo is filled will meet unequal 
resistance and transverse cracks are likely to occur in the 
staves. 
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Flo. 76. — An Effident SUve Sikh 
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There are many types of concrete stave silos on the 
market all giving satisfaction to a greater or less degree. 
In Fig. 76 is shown a sketch of one form of concrete stave 
silo in which most of the objections to this general class 
ate eliminated. In this particular silo the staves are made 
of wet mixture, the concrete being cast flat in the molds. 
The concrete itself is thoroughly waterproofed and the 
staves are reinforced lot^tudinally by means of steel rods, 
the number of rods depending upon the location of the stave 
in the wall of the silo. The edges of the staves are all 
grooved so that when the staves are set up edge to edge an 
open space is formed between each pair of staves into which 
a cement mortar is poured. A very unique feature is the 
arrangement of the reinforcement ; this is placed outside 
of the silo at the junction of the tiers of staves and is firmly 
imbedded in sufficient concrete to give it thorough protec- 
tion. The concrete in the reinforcing bands is a slushy 
concrete that is poured into forms which are kept in position 
by supports extending from the next lower band. The 
joints should be practically perfect and there are no exposed 
reinforcing hoops. A considerable saving is effected in the 
amount of material used since the thickness of the staves is 
but 2i inches. 

The Plasteked Silo 
The silo made with the use of concrete in the form of 
plaster is perhaps the least used of any of the various types 
of concrete silos. The chief objection to this particular 
type of silo is that experience has shown the cost to be, 
under most drctunstances, unduly high) though un- 
doubtedly, under favorable conditions, the cost can be so 
reduced as to make competition with other types of silos 
ssible. 
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The main advantages of the plastered silo are: first, 
it provides its own fonns and shape ; second, it furnishes its 
own reinforcing ; third, this reinforcing is distributed evenly 
throughout the entire structure ; fourth, it permits a very 
rapid method of construction ; and fifth, it requires only a 
couple of men to erect the frame and but one to do the 
plastering. Practically the same scaffolding for the 
plastered silo is required as would be required for the block 
silo. The same foundation is used with the exception that 
properly spaced pins must be set in the foundation to which 
may be attached the metal lath. 

The plastered silo is a modification or a development 
of the Gurler silo. The original Gurler silo consisted of 
wood studs set upon a foundation, the interior wall being 
covered with resawed sheathii^, a special lath, and a 
layer of cement plaster, and the exterior covered with 
vortical boards, or horizontal, if de^ed. The modem 
plastered silo may contain either wood or metal studs, the 
latter being preferable though somewhat more expensive. 
Small I-beams can be used for this purpose. In place of the 
resawed siding used to stiffen the walls in the Gurler silo, 
flat metal bands may be used and riveted to the studs or 
as is very often the case, metal lath is used of a type which 
will give sufficient rigidity in itself. In such a case the 
metal lath is usually applied both on the interior and ex- 
terior of the studs and plastering is done on both sides so 
that the result is in effect a double-walled ^o posses^g 
a real dead air space which can not fail to have some value 
in the prevention of freezing. 

The metal lath that is used in a silo of this type should 
be chosen to make sure of its durability. There are types 
of lath on the market which when placed in concrete soon 
change into a mass of rust. It is essential that the lath 



bvGoogIc 



CONCRETE SILOS 



213 



should be protected against corrosion ; consequently, the 
piaster should be applied in a thick enough coat to form a 
heavy key so that all parts of the lath are covered. 

The preparation of the plaster is very important. Several 
coats should be applied, the first coat being well scratched 
before the application of the succeeding ones. The com- 
position is usually i part of cement to 2^ parts of sand ; 
sometimes the addition of 10 per cent of hydrated lime will 
make the plaster work more smoothly under the trowel and 
will keep it from drying 
too rapidly. All of the 
coats except the finishing 
coat should contain a 
small quantity of hair in 
order to prevent to as 
great an ^itent as possible 
the formation of cracks 
and to unite the stucco 
into one solid mass. It 
is common to apply three 
coats on the inside and 
two coats on the outside. 
The inside finish coat 
should, of course, be brought down very smooth in order 
to facilitate the even settling of the silage. The finish coat 
on the outside may be made in any one of the various ways 
in which the finish coat of stucco may be applied so as to 
obtain any desired surface effect. 

Fig. 77 illustrates the details of the construction of the 
walls of a plastered silo. When the materials are properly 
handled and when too rapid curing is prevented, there is no 
reason why a successful silo of this type cannot be made 
rather easily. 
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The modern pit silo is a sort of reversioa to earlier types. 
It is in use in the central West and other isolated instances 
where a sufGidently well-drained site is available. Almost 
perfect drainage of the site is absolutely necessary for the 
successful operation of a silo of this kind for, if the soil be 
at all moist and if there be a tendency for the accumulation 
of soil moisture, the pit, instead of being a silo, will be a 
cistern. When the conditions are advuntageous, however, 
it is possible to construct a pit silo at an exceedingly low 
cost; in fact, in some instances, the cost of a moderate 
size of pit silo has been as low as $30. 

The pit silo is in reality a form of the plastered ^0 in 
which the earth wall takes the place of the lath and its 
supports. It may be built entirely below the ground or it 
may be made a combination of pit and above-ground con- 
struction. The greatest difficidty attendant upon the 
use of a pit silo is in the removal of the sil^e itself ; this 
is to some extent counterbalanced by the elimination of 
the blower or elevator which is necessary for conductii^ the 
silage into an ordinary ^lo, and the power required to per- 
form this operation. All that is necessary with the pit 
silo is to cut the material into the proper-sized pieces and 
let them fall into the pit. It is pos^ble to arrange an 
adaptation of the ordinary hay hoist for the pit silo, the 
silage being loaded into buckets, raised to the top of the 
silo, and then conducted away on a carrier to the place 
where it is fed. 

The danger of asphyxiadon from carbonic add gas 
which is formed during the process of silage fermentation is 
particularly great with the pit silo. This poisonous gas is 
given off in considerable quantity and sin(» it is heavier 



by Google 



CONCRETE SILOS 



"5 



than air will occupy a position next to the silage itself. It 
is usually given off to an appreciable extent only during the 
first two or three weeks immediately subsequent to the 
filling of the silo. With the ordinary silo above ground, 
the presence of the door openings permits the easy escape 
of this gas but in the pit silo it is imprisoned and there is no 
means of readily eliminating it ; consequently, great care 
should be exercised in entering a pit silo, particularly just 
after the silage has been put into it. 

In constructing a pit silo as illustrated in Fig. 78, the 
first step is to lay out a circle much the same as for the 




FiQ, 78. — Construction of Pit 



foundation of the ordinary silo. A trench is dug i foot deep 
and I foot wide, which is filled with concrete to the level 
of the ground, or preferably higher, for if it be brought 
up to a point 2^ or 3 feet above the surface of the ground, 
it will serve as a protecting medium, preventing danger of 
falling into the pit. When this concrete ring has hardened, 
excavation of the interior is begun and continued to a depth 
of perhaps 5 feet. Since a silo of this kind is practical only 
in dry regions, the chances are that the soil will be sufiS- 
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dently firm to obviate the necessity of any shoring or 
bracing. A mixture of cement and sand in the proportions 
of I : si is then ^plied to the earth wall in two or three 
coats or until the thickness of the concrete is 2 or ai inches. 
When this plaster has hardened somewhat, excavation is 
begun again and another 5-foot layer of earth is removed 
from the interior and the walls plastered as before. This 
process is continued until the desired depth of the pit is 
reached. Usually 20 to 2*5 feet is all that is required, though 
under exceptional circumstances a depth of 30 feet may be 
permissible. To go deeper than this greatly increases the 
danger of the admission of ground water into the silo. 

Some sort of a fioor is usually desirable, though if a hard 
firm clay be encountered at the bottom of the pit it may be 
puddled by mining it with a little water, then tamped and 
smoothed off; when hard it will be found to serve quite 
satisfactorily. Of course, a roof is highly desirable to keep 
out the rain water ; otherwise it would be difficult to re- 
move the water which would fall into the pit. 

The description that is given above is that of the method 
that is usually followed in the building of silos of this kind. 
The lateral pressure of the earth is usually not great enough 
to cause any danger of collapse, but where it is thought 
that there is any danger of such occurrences being possible, 
it is well to apply a reinforcement of heavy chicken netting 
in between the first and second coats of the plaster. This 
can be held in place by pins driven through the first coat into 
the surrounding earth until the second coat can be applied. 

Monolithic Silos 

In the monolithic type of concrete silo, we have what is 

perhf^ the simplest and best known of all the various 

types. The word "monolithic" is derived from two Greek 
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roots, meaning "one," and "stone"; consequently the 
literal meaning "single stone" gives in itself a description 
of what this type of silo actually is; namely, one single 
massive stone, annular in shape. 

One advantage of the monoUthic concrete ^o is that the 
expense of construction is usually less than for any other 
type, since skilled mason labor is not required in its con- 
struction and since the work can be done on the spot with 
mairimum rapidity. Since it is of mass construction the 
full strength of the concrete is utilised and the best oppor- 
tunity is given for the placing of the reinforcing, both 
vertical and horizontal. It is perhaps more durable than 
any other type and it is perfectly reasonable to believe that 
nothing short of a violent earthquake will ever cause its 
destruction. 

On the other hand, among the disadvantages may be 
enxunerated the necessity of using forms, though the develop- 
ment of the modem types of commercial forms has rendered 
this objection almost negligible. The work of the con- 
struction of the monolithic type of silo should be, for best 
results, continuous and cannot be postponed so readily at 
any stage as can the work on the other types of silos. It is 
necessary that all the work in connection with the construc- 
tion of a monolithic concrete silo be done at one time 
thou^ this may or may not be a disadvantage, depending 
upon the drcumstances. 

Forms. — It is necessary in the construction of mono- 
lithic silos to have some sort of forms both for the interior 
and exterior face of the walls. These forms may be either 
homemade or purchased from some silo construction 
company. There are arguments in favor of each of these 
ways, though it is generally to be recommended that the 
conmierdal forms be used, especially if they can be used 
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in the construction of a number of ^os so that the form 
cost may be distributed and thus reduced. Homemade 
fonns are usually constructed in such a way as not to be 
very durable. Even with good care, they are not likely 
to last through the construction of more than ten or a 
dozen silos, while the commercial forms, being very care- 
fully developed in design and construction, will with proper 
care last almost indefinitely, since they are largely made of 
metal. Thoi^ the commercial forms are usually much 
more expensive than homemade forms, the form cost per 
silo is usually less with the former on account of their greater 
durability than hoinnnade ones. 

While it is generally not advisable to recommend the 
manufacture or use of homemade forms, the fact remains 
that many successful silos have been built with the use of 
them. One type of such forms has been widely used in 
Wisconsin and neighboring states with a con^derable 
d^ree of satisfaction. The construction of these forms is 
a comparatively simple matter and the cost is reasonable, 
being $60 or $75 for a complete set. They usually have 
been durable enough to work satisfactorily on a dozen 
or more silos so that the cost per silo was not excessive. 

ITie inner forms consist of a number of segments or ribs 
made of 2 X 12 plank which are fastened together at their 
junction by cleats of 2 X 6 stuff, over which thin galvanized 
sheet iron is placed. The outer form is made of heavy gal- 
vanized sheet iron with strips of heavy band iron riveted 
on each side of the joints, the ends near the joints turned 
out at right angles and provided with holes to recdve 
the tightening bolts. Fig. 80 shows the plan of the home- 
made wall form and the det^uls of the outside form. The 
position of the doubled 2X4 uprights upon which the 
form is raised is also shown. In using these forms, it is 
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Fig. 8o. — Homemade Forms for Monolithic Silos. 
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absolutely essential that the tq>nght5 be set carefully so 
that they will be absolutely plumb and will not bind when 
the forms are raised. The raising of the forms is accom- 
plished by loosening the various segments of the inner form 
and raising them one at a time. The outer form, which 
may be made in several pieces, has attached on the upper 
edges heavy wire handles; ropes are fastened in these 
handles and the form is then raised. 

Most commerdal forms are made entirely of metal, both 
the inner and outer forms being made in sections which 
are braced at the edges and across the face by strap iron 
or angle iron. Hiese forms are usually made in sections 
three feet high, though with certain types this may be 
greater. The majority of commercial forms have a central 
mast upon which the forms are raised, though one particular 
type has an espedaily designed combined derrick and 
scaffold which rests upon the aincrete wall. Details for 
the operation of the commerdal systems of forms are given 
in the literature published by the various manufacturing 
companies. Fig. 8i illustrates one of the commercial 
form systems. 

The question of using homanade forms or commercial 
ones naturally brings up the point as to whether the silo 
itself should be homemade or whether the construction 
of it should be left to a competent silo contractor. It is 
a fact that a number of very fine homemade silos have 
been made which are giving perfect satisfaction, but when 
such is the case it is usually found that the builder is a 
good mechanic, skilled in other lines of work, who can 
adapt himself to the particular work in hand. Where the 
silo is built by inexperienced hands, unsatisfactory jobs 
very often result which bring much discredit upon the silo 
itself. It is usually very desirable indeed to let an ez- 



bv Google 



CONCRETE SILOS 221 

perienced silo contractor undertake the task of building 
the sUo. He is equipped with the best in the way of 
fonns, hoists, and mixers, has built enough silos so that he 
can handle his forms with facility and can usually guarantee 
that a successful job will be the outcome. Most silo 
contractors guarantee the quality of their work. In fact, 
the writer knows of one contractor who guarantees his 
silos absolutely, even going so far as to offer the return of 
the cost of the silo to the owner if the walls are an inch 
out of plumb. Then too, a silo contractor can usually, 
since he has experienced workmen, put up the silo in a 
shorter time than can the inexperienced men. As a result, 
it is cheaper to employ the contractor even if one knows 
that his charges include his profit. 

RemforcemetU. — Two types of rdnforcement are in 
general use in monolithic concrete silos; namely, the 
triangular mesh reinforcing and the simple rod reinforcing. 
The triangular mesh reinforcing is a type of woven wire 
reinforcing that has been developed especially to meet 
the needs of the purpose for which it is used. The wires 
in this reinforcing extend horizontally, vertically, and 
diagonally so that all the internal strains and stresses to 
which the concrete is likely to be subjected can be taken 
care of in the most economical manner. The horizontal 
wires are, of course, the heaviest. The placing of this 
reinforcement is a comparatively simple matter since it 
comes in rolls of a width usually 2 inches greater than the 
height of the course of concrete that will be placed in one 
day. The extra two inches in the width is for the purpose 
of lapping the reinforcing in adjacent courses. If this 
woven reinforcing is not used, rod reinforcing will be used, 
and this consists of various sizes, depending upon their 
location in the wall of the silo ; the number of rods and their 
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size will naturally be greater at the bottom of the dlo than 
at the top of the wall. If rod reuiforcement is used, 
care must be taken to see that it is clean and free from dirt 
and grease and that when a single length of rod is not suffi- 
dent to reach over the space required it should be lapped 
over the next rod a distance of 64 times its diameter. 

Height. — Monolithic silos permit of greater height in 
their construction than any other type since all that is 
necessary is to put in sufficient reinforcing and make provi- 
sion for the raising of the forms to the required height. In 
days gone by, before the era of this type of silo, it was 
generally assumed that the best ratio of dimen^ons was a 
height from two to two and one-half times the diameter. 
With the advent of better forms and better understood 
construction methods, it developed that the relative dim^i- 
sions could be changed to advantage and it is now common 
to build monolithic concrete silos in which the height is 
four or five times the diameter. 

There is no question but that high silos mak.e and pre- 
serve silage better than those where the ratio of height to 
diameter is low ; also that tall silos have a relatively greater 
capacity owing to the extreme compaction resulting from 
the weight of the pile of silage. It is this feature un- 
doubtedly that has led many builders to build extraor- 
dinarily high ^os, but there is some question as to the 
entire advisability of this procedure. 

One of the disadvantages of an extremely high alo is the 
height to which the silage must be lifted ; where the height 
.is more than 75 or 80 feet this is a very serious problem, 
though companies manufacturit^ silage cutters and blowers 
have usually been able to solve it without great difficulty. 
Then too, tiiere is a point in the he^t of the silo beyond 
which the contractor's outfit, organization, and construe- 
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tion methods begin to fall off in efficiency; that Is, it 
may be more profitable for him to take his f onns down and 
start a new additional silo rather than to cause a decrease 
in his profits, not to speak of the likelihood of loss which 
might actually result by building beyond a certain maxi- 
mum height. Construction difficulties are proportionately 
greater at unusual heights and the risks taken both to 
equipment and to men are proportionately greater. 

It is not only to the contractor that this appKes for the 
owner of the silo may find that the same points may be 
applied in a somewhat different way to his own case, in 
the labor of removing the sil^e, greater cost for the 
additional reinforcing necessary, etc. Hie foundation will 
have to be constructed with unduly heavy footings and 
care must be exercised to see that the soil is of such condition 
as to bear the immense weight which will come upon it. 
Under certain seasonal conditions, the silage will contain a 
very h^h percentage of water. This may collect in the 
bottom of the silo to such an extent as to strain the concrete 
in a way similar to hydrostatic pressure and this, of course, 
is in excess of the strain for which concrete is designed. 
On the whole, it is an open question whether the con- 
struction of extremely hi^ silos is altogether desirable, 
though where more than ordinary height is necessary, 
monolithic concrete is the most successful solution of the 
proposition. 

Foundation. — The foundation of a monolithic concrete 
silo is constructed as an ordinary silo foimdation with the 
exception of the insertion of vertical reinforcing rods into 
the foimdation wall. These are left to project up into the 
wall Itself, thus forming between the foundation and the 
wall an extremely good union. The interior form for the 
constructioit of the silo wall can very well be the interior 
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for the construction of the foundation. With most com- 
mercial forms the forms thranselves are supported and rest 
upon a central mast and it is necessary for good construc- 
tion to have this mast very firmly and solidly planted and 
guyed into a perfectly vertical position. 

Walls. — The walls of monolithic silos are almost univer- 
sally constructed 6 inches thick, the same thickness being 
employed from the bottom to the top of the wall, any neces- 
sary change in resistance to strain being accomplished by 
changing the amount of reinforcing to be imbedded in the 
wall. When the foundation wall has been finished, the 
inner and outer wall forms are placed in position. These 
forms are usually 3 to 6 feet in height and the amount of 
concrete that will be placed in one day will be a layer 3 to 
6 feet in depth. The reinforcing rods which have been 
previously placed in the foundation wall will extend up 
vertically between the two sets of forms and the concrete 
should be placed around them. 

The mixture that is used in monolithic walls is a medium 
mixture of perhaps a 1:2:4 proportion, though where 
screened pebbles are used a determination should be made 
of the proper proportions to be used as they will generally 
vary somewhat from the arbitrary proportion just given. 
The mixture should be mixed to a rather wet consistency 
since a great deal of tamping will not be possible and the 
concrete should flow around the reinforcing and up ag^nst 
the forms. A little tamping may be desirable and if the 
aggregate is somewhat large, spading may be practiced 
with advantage; that is, inserting a fiat ^ade near the 
form and bending it inwards pushing the large particles 
of the aggregate away from the wall and permitting the 
inflow of the finer material, thus resulting in a denser 
mixture at the surface where its presence is dedrable. 
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After the fonns have been once filled, the concrete is 
left in them to harden overnight ; usually 24 hours is 
sufficient to permit of the raising of the fonns. They are 
then loosened at the connections and then raised almost 
their full height, the concrete being made to serve as a 
bottom for the next layer. As the concrete is exposed any 
unsightly holes or cavities that have occurred should be 
filled with a cement mortar. 

Immediately before the concrete is placed for each 
succeeding course, the surface of the concrete that has been 
previously laid should be thoroughly cleaned off, moistened, 
and coated with a cement wash of about the consistency of 
cream. This precaution is necessary to secure a good bond 
between the courses and should be carefidly observed in 
every case as the pressure of the silage is apt to force 
moisture throi^h any seam which might occur because of 
imperfect bond. Concreting should not be discontinued 
with a course partially completed but if this is unavoidable 
the concrete surface should be left as nearly vertical as 



The form for the exterior face of the wall ^ould be coated 
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with stone form of oil or grease to prevent its adhesion to 
the concrete. This, to be eSective, should be renewed at 
each raising of the forms. No grease should be used on the 
inside form because the interior face of the wall is to receive 
a brush coat of cement wash and for the successful union 
of the wash and the wall, no impurities must be present. 
Small particles of cem^it will adhere to the inside form 
each time it is raised, though with care in >ianHHng the 
forms the amount of cement thus adhering will be very 
small indeed. Before the forms are used again, all such 
adheriog cement should be very carefully removed by 
means of a broom or wooden trowel ; if it is not removed, 
difficulty in raising the interior form will result and the 
forms themselves will be injured. 

The forms are usually quite heavy ; consequmtly they 
should not be raised unless suffident help is at hand to 
insure their being moved undamaged. An e^>erienced 
contractor usually has sufficieat men on the job to accom> 
plish this and by long experience they have learned to handle 
the forms with a minimum of effort and of dai^er to them- 
selves and the forms. 

As the forms are moved and r^sed upward each day, 
there will be a tendency for too rapid dryii^ of the con- 
crete in the courses that have been laid earlier, thus giving 
an opportunity for the formation of shrinkage cracks. 
A good builder will usually give both the interior and 
exterior walls of the concrete a soaking with water each 
day. This will help materially in accomplishing a uniform 
development of the inherent strength of the concrete. 

For the purpose of maUng the exterior wall of the silo 
more handsome in appearance, it is usually gone over with 
a coating of cement wash. Hiis may be done as fast as 
the forms are rused or it may be done aft^ the whole silo 
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is finished, the latter being p^h^>5 the most satisfactory 
plan. The oil or grease from the forms may interfere with 
this to some extent, but if the cement wash is not applied 
until the silo is finished, the oil will usually have evaporated 
and no great trouble will be experienced from this source. 
TTie wash should be made of cement and water and applied 
thickly with a whitewash brush. It will help to make the 
ojncrete denser at the exterior and consequently more 
waterproof and will also greatly improve the appearance. 




Fio. 8a. — Monolithic Silo Wall and Reinfoicement. 



Care must be takoi to locate the reinforcement ac- 
curately. If the wov^i reinforcement is used, it must be 
placed near the outside wall in order to get the greatest 
advantage from it. Usually, a distance of 2 inches from 
the exterior of the wall b satisfactory since it insures ade- 
quate protection of the metal. Horizontal and vertical 
reinforcing must be put in with strict regard to its location. 
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This must be very carefully worked out before the sflo is 
built and whenever the reinforcing should be put in it must 
be put in at that place. Carelessness in this respect is 
responsible for silo failures which might otherwise have 
been avoided. The horizontal reinfordng may be laid 
directly upon the concrete when a layer of sufficient thick- 
ness has been placed or it may be bound to the vertical 
reinforcing rods by light tie wires. 

Fig. 82 illustrates details of the construction of walls of 
monolithic silos with both the triangular mesh reinfordi^ 
and the simple rod reinforcement. 

Doors. — ■ Either individual or continuous doors can be 
employed with the monohthic silos thou^ modem practice 
is inclined very strongly toward the 
continuous type. If individual doors 
are to be used, a doorway form such as 
is shown in Fig. 83 is employed. It is 
set into the concrete between the inside 
and outside forms and the concrete is 
poured aroimd it. The two-inch strip 
aroimd the edge of the doorway f onn is 
. set toward the inside and forms a rabbet 
against which the door may be placed. 
The reinforcing through the concrete 
between the doors must be heavy enough 
to take all the strain that will omie 
fiG. 83. — Individual upon this section of the concrete; that 
oorway onn. ^^ ^^ cross-sectional area of the steel 
between the doors must be as great as the total cross- 
sectional area of all the steel in the silo wall between similar 
points on adjacent doors. When this precaution is taken, 
there will be no danger of cracking between the doors and 
the strength of the silo wall will be unimpaired. 
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When continuous doorways axe to be used, a partition 
block consisting of a 2" X 6" plank with a 2" X 2" strip 
on one side may be set in between the forms. This is 
shown in Fig. 84. Holes can be bored through this plank, 
and the plank sawed across the holes into sections to admit 
of the passage of the necessary reinforcing rods. Instead of 




Fig. 84. — Fonn for Continuous Doorway. 



having every reinforcing rod pass across the doorway, it will 
be necessary to hook the ends of the horizontal reinforcing 
around a heavy, vertical reinforcing bar near the edge of the 
doorway. At intervals of 30 inches or so heavy reinforcing 
rods covered by galvanized iron pipe are passed across the 
doorway and extended in to the wall for a distance of two 
or three feet, there to be hooked around the reinforcing. 
The pipes should be long enough to extend several inches 
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into the concrete on either side. With the cross b&rs on 
the cleats of the doors, they will form the steps of the ladder 
idiich is used for mounting the silo. The details of this 
construction are shown in Fig. 82. 

Rook 

With a concrete silo, it would be natural to assume that 
the most desirable form of roof is the concrete roof. Various 
ways have been developed for the construction of the con- 
crete roof so that the cost of a roof of this ^^ is usually 
no greater than the cost of a metal or wood roof, and when 
properly handled perfectly satisfactory results can be 
obtained. In making the silo roof, a trap door should be 
provided into which the blower pipe may be inserted wiien 
the silo is being filled. A better way is to put this opening 
in the front of a small gable since it makes better construc- 
tion and better appearance. Two gables are more desirable 
than one, for the opening in the second one will provide a 
means of ventilation when the dlo is beii^ filled near the 
top and all the doors are in. 

The pitch of the sDo roof may vary from a quarter to a 
half, the advantage of the latter being the possibihty of 
filling the silo above the top of the wall so that it will be 
more nearly full after settling has occurred. The dis- 
advantage of a flat roof is that the silo can not be filled so 
full nor is the workman given room for work during filling. 
Such a roof, of course, will not shed snow or rain like a 
steeper roof. 

There are many commercial roof forms on the market and 
their use is generally to be recommended. It is also possible 
to build up a wood or steel framework and fasten metal 
lath upon it, then apply a waterproof cement plaster to a 
total thickness of about 3 inches upon this lath, making a 
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construction very similar to that ^nployed for the plastered 
silo. 

If no commercial forms are available and it is desired to 
use a cast type of construction in the construction of the 
roof, a method shown in F^. 85 may be employed. The 
inner form is raised a little bit higher than the outer form 
and is used to support the framework of the form for the 
roof. Upon the outer form is supported a form for the 
cornice which may project anywhere from 4 to 8 inches, 
depending upon the desires of the builder. The vertical 
rdnfordng rods should extend up through the silo wall for a 
distance of two or three feet and when the wood form for 
the roof has been put in place, these rods should be bent 
down so as to lie within i inch of the boards. A rich 
mixture of concrete is then spread upon the boards to a 
depth of not less than 4 inches. Reinforcing rods extending 
radially from the peak of the roof into the cornice must be 
put in place; i-inch rods will be large enough for silos 
of small diameter while |-inch rods are better for larger 
diameters ; they should extend into the cornice at intervals 
of 12 inches. The horizontal reinforcing is l^d in a cir- 
cular position around the roof, the pacing at the ^>ex being 
12 inches and being gradually decreased to 6 inches at the 
outer circumference. At every junction of the radial and 
circular reinforcing, the rods should be securely tied to- 
gether with light wire. The forms for the roof should be 
left in place as long as possible and special precautions taken 
to protect the concrete from snow, strong wind, and freezing 
until it is thoroughly hardened. 

A monolithic roof can be very easily located upon the 
top of a concrete block silo. The framing for the forms 
can be supported upon the interior of the blocks themselves 
which can be set out so as to leave a little projecting edge 
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Fig, 85. — Concrete SQo Roof Construction. 
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for the siqiport of the framing pieces. Some sort of a 
cornice form will have to be provided but this can be very 
easily attached to the exterior of the blocks. The method 
of construction and reinforcing will otherwise be practi- 
cally the same as for monolithic silos. 

Chutes 

Almost all monolithic ^os that are constructed at the 
present time are being constructed in such a way as to 
have the chute built integral with the walls of tht silo, 
this being accomplished by having specially prepared chute 
fonns attached to the regular wall fonns. The thickness of 
the chute wall is usually 4 inches in such a case and the 
reinforcing consists of ^-inch bars at frequent intervals. 
These bars are brought up into the space between the wall 
forms and are anchored to the reinforcing of the body of 
the silo wall. Such chutes are entirely satisfactory and 
their use is to be recommended. 

M^th concrete block silos, thin blocks can be used in 
the construction of the chute. It is necessary to build up 
from the ground at least two of the walls, in order to pro- 
vide support for the blocks from which the chute is buHt, 
Since there is no great weight or strain to which the blocks 
in the chute are subjected, there is no need for an especially 
strong block. 

As with concrete roofs for concrete silos, so with concrete 
chutes, — their use is the most logical. They are simply 
a permanent addition to an already permanent structure 
and thdr cost is generally no greater than that of wood or 
metal construction. A desirable feature of any type of 
chute is an occasional window whereby light is admitted 
to an interior which otherwise may be dark. 
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Waizk Tanks 



The ti^ of a monolithic silo is a coavement place for the 
farm water supply tank and many builders are taking 
advantage of this location for a source of water su|^ly under 
pressure. In monolithic silos it is very easy indeed to 
put in a floor when a certain height has been reached, 
then to continue the construction of the walls until the 
desired dq)th of the tank has been obtained. With a silo 
12 feet in diameter, a tank 5 feet deep wlU hokl ^proxi- 
mately 13s barrels ; with diameters of 14 and 16 feet, the 
corresponding capacities will be 185 and 240 barrels re- 
spectively. The usual depth does not exceed 10 feet, though 
deeper tanks have been built. 

It must be remembered that with a tank of this me on 
the top of the silo, the concrete is subjected to tremendous 
additional strain and additional reinfordng should be 
placed in the wall. If a continuous doorway is used, this 
must be bricked by a strot^ bri^ of concrete across the 
top before the concrete floor is laid. 

As soon as the wall has been brought t^ to the levd of 
the tank floor, the outer form should be raised i foot and 
the inner fonn lowered i foot. A heavily braced platform 
which will support the concrete floor should then be 
erected upon the inner form. Two-inch planks are necessary 
in the construction of the form for the floor and these should 
be supported on 2 X 10 inch girders very strongly braced. 
The greatest caution must be exercised in putting up this 
form in such a way that it will carry the load without 
danger of collapse. 

The entire floor must be concreted at one (q)eration in 
order to make a satisfactory job. The necessary materials 
must be on hand and provision made for mixing large 
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batches and for rapid elevation. A rich mixture of ccmcrete 
is used, for it is necessary that the floor be practically 
waterproof. The floor must also be very strongly rein- 
forced, the rods, consisting of f- or i-inch stufi, being placed 
from 4 to 8 inches apart. The spacing at the center should 
be rather close and widened as the edge of the floor is 
reached. The reinfordr^ should extend in two directions 
and up into the wall for a distance of at least 2 feet, being 
joined to the horizontal wall rdnforpng. In a silo 12 feet 
in diameter, the floor should be not less than 8 inches 
thick., while in 14- or r6-foot silos, the thickness should be 10 
inches. After the floor has been finished, the forms for 
the walls may be again erected above the floor and the 
walls of the tank completed. 

One difficulty attendant upon the construction of water 
tanks in this location is that of providing an inlet and outlet. 
Of course, a force pump of sufficient capacity to raise the 
water to the desired height must be supplied. In winter- 
time there is danger of both the inlet and the outlet pipes 
freezing, and for this reason it b necessary to protect 
them very thoroughly. Some builders place them within 
the silo, but this is unsatisfactory for several reasons. The 
better practice, and one that is usually followed, is to make 
the chute a little larger than usual and to set off one comer 
of it for the water pipes. These are then very carefully 
packed with some insulating material. 

In large supply tanks where the water is continimlly 
Stated the water seldom freezes sufficiently to damage the 
tank. However, it is safer to build the tank with a slight 
batter all around; that is, making the inside diameter 
greater at the top than at the bottom. This batter should 
be about 1 inch for every foot in height. When the ice 
does form, in expanding it will rise upward and a direct 
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lateral pressure which might otherwise be oHninutucated 
to the walls and possibly injure them is transmitted into a 
harmless tq)ward thrust. 

As an additional precaution against freezing and to 
protect the water from pollution it is almost necessary 
to put a roof over the tank. This can be constructed as 
previously described for the dlo itself. 
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In order to take the fullest advantage of concrete as a 
building material, it is at times necessary to subject the 
surface to certain treatments that will result in the presenta- 
tion of the most pleasing ap[>earance. No matter how suit- 
able a material may be in other respects, unless it does 
present a pleasing appearance on the exposed surfaces, 
its field of usefulness as a building material is limited. 
To the general mind, the ordinary untreated concrete 
surface is objectionable on account of its comparatively 
lifeless appearance which is due more or less to its dull 
color. Under many circumstances this would not be an 
objection, but in the construction of re^dences and other 
buildings where an artistic keynote must be struck, the 
imtreated concrete surface may be found to be unsatis- 
factory. This fault of conaete was early recognized and 
the development of the methods for the proper finishing 
of concrete surfaces so as to bring out the most pleasing 
and artistic effects has been in recent years rather rapid. 
There is no question but what properly treated concrete 
can be made to present more varieties of pleasing and at- 
tractive surfaces than almost any other building material. 

Variation in Texture. — Almost any statement that can 
be made regarding stone as a building material will apply 
with equal pertinence to concrete, because when it is so 
desired conaete can be made by the use of proper mixtures 
and aggregate in almost perfect imitaUon of common build- 
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ing stones. It is possible to treat the concrete as an arti- 
ficial stone and finish its surface in the same manner that 
stone surfaces are finished. When it is proposed to use this 
method of rendering the concrete more attractive, it will 
be found advisable to use a comparatively fine aggr^ate 
in order that the unifonnity of the texture may be more 
ea^y maintained; almost every one has seen statuary 
not only cast in molds but carved from blocks of solid 
concrete. It will also be necessary to use a comparatively 
rich mixture so that the concrete will be as dense and hard 
as possible. The vario.us stone-working tools that are 
used by the stone mason will be used in the same way in 
the preparation of corresponding finishes in the concrete. 
It may be possible to get a satisfactory surface by using 
extione care in the arrangement of the forms without any 
subsequent tooling but this is quite doubtful because con- 
crete is an extremely plastic substance and the slightest 
imperfections and irregularities in form surfaces are faith- 
fully reproduced in the concrete ; consequently unaghtly 
surfaces may be the result instead of attractive ones. 

Exposure of Aggfegate. — Mixtures of concrete can be 
made using an aggregate which exhibits the greatest differ- 
ence in color, shape, and texture, but unless they are so 
treated as to expt^e a-nd empha^ze the inherent qualities 
of the a^igregate, the surfaces resulting from the different 
aggregates may be exactly similar in superficial appear- 
ance. This is due to the fact that the particles of cement 
coat every portion of the concrete and while there may be 
some resulting variation in texture, still the surfaces will 
possess the same somber, grayish color. It is quite diffi- 
cult to distinguish an unfinished concrete surface in which 
ordinary bank nm gravel is used as an a^^regate from one 
in which crushed red granite, for example, is used ; but the 
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same surfaces if subjected to any one or a number of dif- 
ferent methods of surface treatment will present a marked 
and pleasing contrast in appearance. 

There are various ways in which this film of cement may 
be removed from the surface of the aggregate and leave it 
exposed. Among these are brushing by means of a stiff 
brush of fiber or wire ; washing the concrete before it is 
hardened so as to remove the particles of green cement ; 
applying dilute hydrochloric add, subsequently giving 
it a thorou^ rinsing ; or using the sand blast after the con- 
crete has hardened sufficiently to withstand its destructive 
action. The first thing in the preparation of a surface by 
this method is to make and finish a small sample surface 
in order that an esact idea may be had of what the com- 
pleted product will resemble. The color and texture of 
the finished surface depends upon the color and size of 
the aggregates used, and the obtaining of an attractive 
surface is dependent upon the proper selection, grading, 
proportionii^, mixing, and placing of the materials as 
well as the finishing of the surface ; therefore it is impera- 
tive that care be taken in every operation from the very 
first. After certain proportions have been decided upon, 
these particular aggregates which make up the mixture 
should be used exclusively with absolutely no variation 
from the set formula. It will be found profitable to meas- 
ure not only the amount of cement and aggr^ate but the 
amount of water which produces the desired consistency, 
for a variation in the amount of water is likely to produce 
a variation in the appearance of the finished surface. 

A variation in the kind, size, and proportion of the aggre- 
gate wiU enable one to produce almost any surface finish 
desired. The possibilities are limitai only by the number 
of different aggrc^tes available and their possible corn- 
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binations. Combinations of colored marbles or granites 
can be used with surprisingly attractive results. Even 
ordinary sand or gravel which is carefully graded as to 
^ize and to which may be added small quantities of special, 
fine ^gregates will furnish very bright and attractive 
finishes. 

Where brushing is the method to be used in the removal 
of the film of mortar it is necessary that the forms be re- 
moved as quickly as possible so that the brushing can be 
done while the surface is still green. Tie time elapsii^ 
before the rranoval of the forms will depend to a great 
extent upon the consistency of the mixture and upon 
weather conditions. In hot, dry weather it will usually 
be found necessary to remove the forms about 34 hours 
after the concrete has been placed, while cool damp 
weather may require several days for the concrete to 
obtain the necessary hardness and strength to support 
itself and to resist the tendency of the brushing to remove 
the aggregate. Special care must be taten to avoid the 
latter contingency, for, should particles of the aggregate 
be torn loose, the surface resultii^ will be pitted and irregu- 
lar. On the other hand, it must be remembered that the 
longer the concrete stands before being brushed, the more 
difficult will it be to remove the mortar film. The brush 
used in this work may be an ordinary short-bristled wire 
brush in which the bristles are not too closely placed. 
Stifi fiber brushes may be used when the concrete is not 
too hard. By keeping the concrete thoroughly wet, the 
work may be greatly facilitated. 

On work of fine texture, it is possible that the brushing 
necessary to remove the mortar film may be so vigorous 
as to remove a high percentage of the particles of the a^;re- 
gate. Under circumstances such as these, the applica- 
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tion of a 25 per cent solutiou of hydrochloric add may be 
found to be more effective. Even in the ordinary brushed 
surface, the appearance of the work can sometimes be 
improved by applying the dilute add. Extreme care 
must be exercised in the use of the add solution to prevent 
its action being too long continued and every trace of the 
add should be removed by an abimdant application of 
water after the softened surface has been gone over with 
the brush. The adhesion of a small quantity of the add, 
no matter how dilute, is likdy to cause a mottled, dirty 
appearance. The add, when properly used, will add in 
maJdng the appearance of the surface uniform, particu- 
larly if it is a large one and has been brushed in spots or 
at different times. The hydrochloric add is likely to dis- 
color concrete in which white cement or white aggregates 
are used. In such a case, a sulphuric acid solution of the 
same degree of dilution can be used, takii^ extreme pre- 
caution to be absolutely certain that all traces of the 
add are removed when the work is finished. 

Sand blasting a surface of concrete to produce a dif- 
ferent texture is not a method that is likely to be employed 
to any great extent except on large structures. In this 
method, a fine sand is blown under high pressure against 
the surface to be treated. This will cut out the softer 
partides of the surface leaving hard ones as elevations. 
It follows that it will be necessary to use an extremely 
hard aggregate where sand blasting is resorted to or other- 
wise the aggregate itself might be removed and undesir- 
able results obtained. 

Another method whereby the colors of the aggregate 
may be exposed is to remove the forms when the concrete 
has set somewhat and rub the surface with a brick of car- 
borundum or soft stone. The abrasive action removes 
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tile cement film covering the outer aggregate and also 
cuts into the aggregate itself. Sometimes, in connection 
with the rubbing, a thin grout composed of cement and 
sand should be applied to the surface, rubbed in, and sifter 
a few hours of hardenlog, washed down with clean water. 
It is not supposed that the grout should remain as a film 
on the surface. Where care has been taken to keep the 
surface of the wall unifoim and where the form marks 
are not too deep, this method is a very suitable and econcnn- 
ical method of finishing. 

Breaking Up of Surface. — There is no doubt but that 
a broad expanse of natural concrete surface is monotonous 
in appearance ; there are no opportunities for contrast 
and as a result the surface appears dead in tone. This 
objection can, to some extent, be obviated by breaking 
up the surface of the concrete by means of pilasters and 
panels either alone or in combination. If small aggregates 
are used, a great variation in treatment may be obtained 
by the use of special moldings and ornamental designs. 
This will so relieve the surface as to render attractive what 
m^t otherwise have been extr^nely unattractive. Very 
often the simple design of breaking the surface up by means 
of joints in imitation of the joints in stone masonry may 
be found attractive, the joints bdng simply indentations 
in the surface produced by small triangular or rectangular 
strips of boards nailed to the forms. This device will 
be found useful in work that is impossible to carry on 
continuously. The junction of two different days' work 
may be made at the occurrence of one of these joints and 
the slight variation in surface appearance which would 
be extremely likely to occur can be thus almost perfectly 
eliminated. 

A similar effect of contrast can be obtained by an adapta- 
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tion of the old English half timbering in which strips of 
wood are set in the forms and the concrete poured around 
them, the wood beii^ exposed when the forms are removed. 
Of course, this procedure is open to objection because 
wood is a perishable material and it is likely to decay, 
leaving unsightly recesses. This objection is vahd, but 
it is possible to so design the timbering as to make it 
replaceable. 

Coloring. — The use of coloring matters for obtaining 
a variation in the surface appearance of concrete is a mat- 
ter that has not in the past received the fullest attention 
that it deserves. There are two reasons for this ; namely, 
ignorance on the part of the builder, and the fact that 
pigments cheap enough to be used economically in this 
work were not sufficiently durable. Surfaces which pre- 
sented an attractive appearance at the time of their 
making soon became shabby and faded and as a result have 
not become very popular. A much more satisfactory 
method of obtaining a colored surface of concrete is to use 
aggregates of the desired color. Such a surface may be 
considered as permanent, for when properly produced it 
will not deteriorate, fade, scale, or require renewing. 

In mixing coloring pigments with the concrete, they 
may be applied to the entire body of the concrete or as 
surface colorings. It is also possible to use what might 
be termed a cconbination of Uiese two methods ; that is, 
to apply a comparatively thin facing coat to which the 
coloring matter has been added, leavii^ the main body of 
the concrete of the ordinary mixture. Some pigments 
can be used more satisfactorily in dry form ; others as a 
paste. However, in general, the most satisfactory results 
seem to be obtained when the coloring matter is first mixed 
very thoroughly with the dry cement and this mixture 
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mixed dry with the aggregate before any water is added. 
Of course, if liquid or paste colorings are used, it will 
be necessary to add the pigments to the mixii^ water. 

Most of the ordinary pigments that can be used in con- 
crete are acted upon injiuiously by the constituents of the 
cement. Vegetable colors are more injurious than mineral 
ones; consequently, for the best results only the latter 
should be used. It has been found that the strength of 
the mixture is impaired by a too liberal use of pigments, 
the latter acting as impurities; consequently, great care 
should be used in the selection of the pigments to obtain 
the desired shade by the use of a small amount of an en- 
during iHgment rather than by the use of a large quantity 
of a cheap injurious one. 

One of the most important questions and one that is 
bound to arise whenever the use of coloring matter in 
cement is contemplated, is that of permanence. Blacks 
are safe colors, as a rule, althoi^h it is better to avoid 
experiments with cheap blacks. The carbon blacks are 
preferable to lampblacks, because they do not have the 
same tendency to float to the top during mixiDg. There 
are fewer grades of carbon blacks, and there is, therefore, 
less likelihood of getting a worthless color. Ultramarine 
blue, if of good quality, will hold its color for a number of 
years, £ind generally possesses the virtue of fading out 
evenly, when it does finally lose its color. It cannot 
be classed as a permanent color, as is black, brown, or 
ochre. 

In surface coloring the coloring material is applied in 
much the manner in which ordinary paint is applied to wood 
or metal surfaces. While the immediate results are satisfac- 
tory, the finish is not durable i^ce the suriace is likely to 
weather badly and be less durable than ordinary paint. If 
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such a means of colonic is to be utilized, it is well to get 
the materials from well-«stablished, reliable companies 
and to use applications which have been prepared for 
this particular purpose. 

Table of Coloks to be Used in Pobtland CEUEm' 
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Stucco has been used to a greater or less extent in build- 
ing construction for ages. Greeks and Romans were 
experts in its application and some of the finest examples 
of inlaid tile work to-day are in stucco surfaces. In this 
coimtry, the use of stucco dates back to some of our earliest 
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structures. Maiiy of the adobe houses of Mexico and 
the southwestern part of the United States are finished 
with a sort of stucco made of puddled mud plaster. The 
old mission houses of this region have stucco ezt^ors. 
In European countries, stucco 01 plastered houses are 
more common than frame, probably because lumber is 
comparatively scarce and because the appreciation of the 
beauty of plastered surfaces is greater than here. 

The successful use of stucco has been mainly in warm, 
dry climates for in the past only mud plasters have been 
used. In damp climates or in dimates where the weather 
extremes are unusually great, such material could not 
endiu-e. The use of cemwit, however, has chained this 
and the architectural beauty which can be devel<^)ed in 
the use of stucco can be enjoyed anywhere. 

Modan cement stucco can be used for a variety of pur- 
poses, not only to provide wall covering for new buildings, 
but to renovate old frame, brick, and stone buildings. 
It is used in almost every kind of construction from garden 
walls and gate posts to large factories. It is particularly 
advantageous in the construction of small buildings for 
farm use since in combination with lath it makes a very 
easily handled building material. 

Preparation. — Since stucco is applied in comparatively 
thin layers, it follows that quantities which cannot be 
applied before the cement has begun to set should not be 
mixed. Hie amount that is mixed will depend to a cer- 
tain extent upon the character of the woik in hand. Under 
most circumstances, the following procedure is usually 
desirable: hydrated lime or lime slaked by a mechanical 
process by which the moisture is driven off, is mixed with 
water to a medium consistency. A certain amount of 
sand is mixed with the lime putty, the proportions being 
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I part of lime putty to 9 parts of sand. When the work is 
to proceed, the certain amount of the putty-sand mixture 
is taken, an equal volume of cement, and then sand equal 
in color to i or li times the cement. These ingredients 
are thoroughly mixed ; the resulting product will contain 
•^ as much lime as it does cement, while the approxi- 
mate proportion of cement to sand will be i : :. The pur- 
pose of the hydrated lime is to make the mixture work 
more easily under the trowel. 

It is usual to apply a small quantity of dean hair in all 
but the finish coat. The amount of hair that should be 
used wiU be about i pound of hair to each bag of cement, 
the hair being added during the process of wet mixing. 
More mortar than can be used within one hoiu* should not 
be mixed and any mortar which has begun to stiffen or 
take its initial set should not be used. 

Application. — Stucco can be applied either to wood, 
brick, or stone surfaces, providing they have been previously 
properly prepared. In Fig. 86 is shown the method of 
applyii^ stucco on frame biuldings, three variations being 
shown. Tlie application of stucco to a wall which has 
DO sheathing is not generally to be recommended, since 
the building is not rigid enough to prevent the cracking 
of the stucco when racked by the wind. On brick walls, 
the joints are cleanly raked out to a depth of i inch, thus 
furnishing a key for the stucco. The same general pro- 
cedure is followed on old stone walls, though it is possible 
to attach furring str^>s and to apply lath upon which the 
stucco can be placed in the ordinary way. 

Either wood or metal lath can be employed, there bang 
strong proponents for each material. TTie objection to 
the use of wood lath is that the absorption of moisture 
from the stucco may result in its weakening; the wood 
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will swell, which may cause the stucco to crack. Metal 
lath, on the other hand, while not open to this objection, 
is usually not very durable. If metal lath is used, it 
should be either galvanized after it has been cut or should 
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Fig. 86. — ■ Application of Stucco to Frame Buildings. 

be given a heavy coat of some bituminous paint to which 
the stucco will adhere. 

The first coat should be of such a thickness as will cover 
the lath and fill the meshes ; as soon as it has hardened a 
little, it should be scratched at right angles and at 45" 
to the horizontal by means of some kind of coarse multi- 
pointed tool. The purpose of the scratching is not to cut 
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sharp lines in the plaster but rather to form grooves with 
ridges on the sides, this making a rough surface to receive 
the next coat. 

Tlie second coat, and in fact all subsequent coats, should 
be applied as soon as possible after the preceding one has 
hardened sufficiently to resist disruption. This will 
depend, of course, upon weather conditions; ordinarily 
it will be possible to apply the various coats at 3- or 4-hour 
intervals. Immediately before applying any coat, the 
preceding coat should be thoroughly drenched with water 
and then treated with a cement wash. 

In plastering buildings the work, should be so planned 
that if possible an entire wall of the structure can be cov- 
ered with plaster in one day. In this way, the uniformity 
of the work can be more easily maintained. Stucco is a 
material in which any variation in materials, proportions, 
or consistency is inadvisable ; consequently, extreme care 
should be taken to make all batches exactly alike. The 
application of the stucco should be begun at the top of 
the wall and carried downward continuously without allow- 
ing the stucco to dry at the raw lower edge. If the wall 
is so wide as to make it impossible to work the full width 
at one time, the break should be made, if possible, at some 
natural division, such as a door or window. In hot weather, 
the plastering should be protected from sun or dryii^ winds 
by hanging cloth 6 inches or so away from the wall and 
keeping it damp until the plaster is well hardened when 
further dampening can be done by sprayii^ with a 
hose. 

Finishing. — Some of the various finishes which have 
been described previously for concrete walls can be applied 
to stucco walls. However, on account of the method of 
construction of stucco walls it is possible to use other 
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fimshes whidi may be more desirable. Among these are 
the f ollowii^ : 

Smootking. — Tliis finish can be secured by troweling 
tile finish coat to a smooth surface of even texture. 

Brushing. — This surface is secured by rubbing vigo- 
rously with a wire brush after the smooth surface has hard- 
ened somewhat. 

Rough Cast. — By using plasterer's trowels covered 
with burlap a rough finish coat may be obtained. The 
irregularity of the surface may be varied by u^i^ coarse 
grain sand. 

Slap Dash. — This fini^ is one that requires e]^>ert 
ability in order to get it done welL A flat paddle is used 
to apply the layer and it is not spread but rather thrown 
on with a sweepii^ motion. 

Pebble Dash. — The finish coat is applied rather wet 
and then clean pebbles from } to } of an inch in diameter 
are dashed against the wall at ri^t angles to it. Not 
all the pebbles will adhere but the process should be con- 
tinued until the surface has a certain regularity in Its 
q>peaiance. 
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Fig. 87. — A Handsome Residence of Poured Concrete. 
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CHAPTER XI 

CONCRETE IN RESIDENCES 

Concrete, in its various fonns, offars an excellent 
opportunity for the widest variety in expression in resi- 
dence construction. Whether in the form of plaster, of 
blocks, of larger cast units, or solid monolithic construc- 
tion, it is an exceedingly desirable buildii^ material, for 
it is economical, fireproof, ad^table, permanent, and with 
all the numerous variations in surface treatment that 
have been devised, it can be made extremely attractive. 
The prospective builder who realizes the advantages of per- 
manent building construction will find in concrete a material 
that can be molded to suit almost every requirement. 

The concrete house is rather elusive of definition, in 
consequence of the wide variety of construction methods. 
It is not one kind of house. Concrete is a universal 
material, and its variety of applications does not lag in 
realization throu^ any inherent sameness in the material 
itself, either structurally or architecturally. The appli- 
cations merely wait upon the deares of the owner and the 
skill of the architect and engineer to work them out. 

CoNsraucnoN Methods 
Plaster. — Everyone is familiar with the dwelling in 
which the exterior wall coating consists of a cement plaster 
or stucco. The particulars of the mixing and application 
of stucco have been given in a previous discussion. The 
best way to obtain beauty and durability in stucco, as in 
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any concrete work, is to obtain the coSperation of practical 
minds, conversant with the physical properties of these 
materials, and of unaginative minds capable of pictuiiug 
artistic possibilities, and willing to translate them into 
actuaUties. In cases where stucco has not achieved the 
success it deserves, the cause has usually been either the 
reluctance of architects to consider new materials that 
require special treatment, or the obstinate adherence of 
the average workman to his own notions and his insistence 
that the architect's specifications are of small importance, 
or both. The fact remains, however, that when condi- 
tions are favorable, stucco is successful. 

A distinct advantage of stucco over other types of con- 
crete construction is its flexibility in application. It can 
be applied any place a board can be used, and in many 
places that can be covered with wood only with difficulty, 
it can be appUed with ease. 

Concrete Blocks. — Blocks were used in these first resi- 
dences in which the walls were constructed entirely of 
concrete. The ease with which the various sizes of blocks 
could be produced and placed, made them a very con- 
venient type of building material, and nimierous resi- 
dences throughout the country bear evidence to its popu- 
larity. The fact that many blocks were molded in which 
no attempt was made to eliminate porosity and to combine 
strength and water-tightness served to decrease their 
value in the minds of many people who had e^qierience 
with cold, damp, and crumbly walls. As a better under- 
standing between producer and consumer came about, 
however, and better machines and construction methods 
were developed, more satisfactory blocks were produced, 
and probably more blocks are now being utilized than 
ever before. 
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Conaete blocks can be used advantageously in founda- 
tions and both exterior walls and interior partition walls ; 
specially designed blocks can be used in combination 
with other materials in floor construction. They can be 
made of any desired size or shape, either solid or with hol- 
low spaces. Where blocks are used for foundation walls, 
and appearance is not an influencing factor, no attempt 
need be made to provide an attractive siu:face. For ex- 
terior wall construction, however, the opposite is the case 
and considerable attention must be given to this point. 

Cast Units. — The process of casting integral portions 
of the elements of a residence as single units is a compara- 
tively new departure, but developments that have already 
been achieved seem to indicate that the futiure of this 
method of construction gives great promise. The idea 
is to take certain portions of the building, such as sections 
of the wall, window frames, floors, steps, etc., cast them 
separately in exterior forms, then set them in place by the 
use of cranes and hoists, making the joints tight by means 
of rich cement mortar. The main objection to the employ- 
ment of this method is the weight of the various units 
that are cast. la factory construction or in the construc- 
tion of any large building, this limitation would not hold 
because practically all problems that would arise in the 
handling of large pieces have already been solved by the 
engineers who have had to handle large steel structural 
members. 

The entire process of manufacture, transportation, and 
erection involves only three necessary handlings of the 
units. After being poured from the mixer into the steel 
molds and partially hardened, the sections are lifted out 
upon false bottoms and finished while still green. As 
soon as they are hardened, they are lifted off of the false 
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bottoms and placed on cars or trucks to be handled for 
the third time when they are picked up and set in their 
proper places in the biulding with an erecting crane. The 
actual time during which labor is put upon these sections, 
it is claimed, amounts to less than 5 hours. The mini- 
mtun time for seasoning during which no labor is put iq>on 
them will vary from three days to one week, d^tending 
upon weather conditions and other factors. 

It is doubtful whether a system of this kind can be used 
with any great degree of success on isolated structures. 
It b probably necessary for a contractor or ragineer to 
possess a set of forms for the making of the various indi- 
vidual units in order that a nimiber of structures might 
be completed and the form cost distributed between them. 
It might be possible to adapt the process to the construc- 
tion of a series of small farm buildings other than residences 
in which case the molds would probably be less daborate 
and the number of units cast likely to be greater. 

All sorts of combinatioQs and devices can be utilized in 
the unit cast form of construction, depending upon the 
requirements of the building to be constructed and the 
ingenuity of the builder. It is possible to finish both the 
exterior and the interior of the wall section, for the system 
contemplates the omission of lath, plaster, and the interior 
trim, variation in surface being secured by molding the 
sections in such a way as to form panels and self-contained 
moldings. 

Monolithic Construction. — The monolithic method of 
wall construction is one which has engaged the attention 
of nimierous oanpetent engineers and is yet proving to 
be a splendid field for developmrait In this construction, 
the foundation, walls, and even the floors, roofs, and stair- 
cases are constructed of sohd concrete in practically inte- 
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gral foim, beii^ mnforced, where needed, by the proper 
foims of steel. Numerous types of forms have been 
devised for construction along this line, some of them 
meeting with more than ordinary success. la practically 
every locality are to be found examples of residence con- 
struction in which the application is made of monohthic 
principles. The success has been quite uniform ; practi- 
cally every unsatisfactory Job can be traced back to some 
fault in materials or workmanship. 

In order to secure the greatest and best results from 
monolithic residence construction, it is desirable that a 
competent concrete engineer be employed in conjunction 
with the architect ; the two working together will help 
each other in the combination of practical ideas with aes- 
thetic opportunities. Many men will assume that their 
knowledge of concrete is sufficient to undertake the con- 
struction of an apparentiy simple project such as the con- 
struction of a house. However, there are many details enter- 
ing into the idea which require very careful working out in 
order to achieve the most significant results and it is doubt- 
ful whether the amateur concrete contractor is able to 
handle a job of this kind with the assurance of a successful 
outcome. With proper guidance, howevCT, in the way 
of sensible plans and efficient supervision, no fears need be 
felt on this score. 

Monolithic walls may be either single or double in their 
construction, practice and experience favoring the latter 
to a considerable extent. The single wall is likely to be 
somewhat damp ; but if a rich mixture is used, this possi- 
bility is obviated to a great degree. It is cheaper to con- 
struct, however, the saving lying principally in the use of 
only a single set of forms. With the double forms and the 
construction of the double wall, an air space of at least 2 
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inches is provided between the inside and the outdde waUs 
of concrete, the claim being made that this air space will 
fud in the retention of heat in the wintertime and the 
exclusion of it in the summertime. In the double wall 
construction the two walls are fastened together by means 
of metal wall-ties. Tte double concrete wall will neces- 
sarily be somewhat greater in cost but the advantages 
gained are usually suffident to recompense the builder 
for going to a little estra expense in obtaining the desired 
result. 

The trouble with most mixtures that are used in the con- 
struction of monolithic readence walls is that they are too 
lean. As a result, the concrete is more or less porous, and 
the continued damp weather, which is likely at any time 
to occur, will cause trouble. 

ITiere are two distinctly different types of fonns that 
are used in monolithic construction ; one of these is small 
and only a small portion of a wall is constructed at one time. 
It is presumed that a dry mixture be used which will per- 
mit of the rapid removal of the form to be used for the 
next filling. Several such forms may be used on a building 
which will require rapid work. Of course, with a dry 
mixture, the resulting concrete will naturally not have its 
maximum strength, but nevertheless, e}q>erience has 
shown that for residences the walls are sufficiently stroi^ 
to sustain the loads which are placed upon them. The 
second type of forms consists of large sections which are 
erected and a rather wet mixture poured into them. TTie 
cost of the latter type of forms is greater than that of the 
former, but generally a denser concrete is used; conse- 
quently, the structure is more waterproof and satisfactory 
in every way. 

Reinforcing will, of course, be necessary if the walls are 
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continued to any height. A great deal of reinforcing is 
not used, the main purpose being to bind together all the 
various portions of the concrete and to prevent as far as 
possible the formation of cracks. A single J-inch rod 
every 10 or 12 inches is usually considered sufficient in an 
ordinary wall. Double waUs should be tied together 
with at least one tie for every square foot of wall. It is 
well to consult an engineer before construction of such a 
building is undertaken in order to make certain that the 
strength of the structure will be up to the necessary stand- 
ard. 

Many methods have been devised to put in concrete 
floors in residences. The things that must be kept in 
mind are cheapness, strength, weight, and ease of con- 
struction. This will require simpUdty both in design and 
in construction. Certain types of building blocks are 
used for this purpose with some d^ree of success, being 
supported at intervals by I-beams or channels. The use 
of monolithic construction is also rather favored. It is 
possible to construct light, solid floors, provided sufficient 
reinforcing is included. A few residences have been built 
in which the floors have been specially finished conaete, 
but in most instances, owners will object to this material 
as a floor surface, probably because they have not become 
accustomed to it. In such cases, a wood floor may be 
laid directly upon the concrete or upon furring strips. A 
floor of this kind is practically soundproof. 

Many buildings that are otherwise firqiroof have their 
efficiency greatly reduced by the construction of a roof 
and roof supports of material that are not fireproof. It 
would seem logical in the construction of concrete resi- 
dences to make the entire structure of concrete. This 
idea can be extended to include the roof, several types 
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bdng available. The supports can be made of concrete 
units cast separately or in place and the roof covering itself 
can be made of waterproofed concrete. If this is not con- 
sidered a practical plan, concrete tile made to resemble 
day tile in thickness, shape, and coloring are available, 
or concrete shingles which are sometimes made with an 
aggregate consisting partially of asbestos can be utilized. 
While it may be somewhat irrational to believe that all 
houses of the future will be constructed of concrete, it 
still remains a very pertinent fact that tremendous advances 
in residence construction of concrete have been made in 
recent years. It is reasonable to assume that when full 
appreciation is had of the advantages of permanent con- 
struction in residences that concrete will become more 
favorably prominent on account of the opportunities for 
individual and artistic expression. 
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CHAPTER Xn 

APPROXIMATE CEMENT TESTS 

Uhdee ordinary conditions, the average farmer will not 
find it necessary to subject the cement he uses to any 
special tests. As was stated previously, if he purchases 
a well-advertised brand of cement of a reliable and respon- 
sible dealer, the insurance of his getting a good quality of 
cement is practically certain. In a great deal of the 
concrete that is made on the farm, the material is subjected 
to compressive strains only and is not so likely to fail as 
when it is subjected to tensile or transverse strains. How- 
ever, it is sometimes desirable to have at hand means 
by which it is possible to obtain infonuation as to the 
quali^ of cement with little or no apparatus and without 
much experience in testing. Such tests as will hereafter 
be described are useful even to the expert when examining 
material in a locality far removed from laboratories and 
apparatus, and may enable the user of small amounts 
of cement to detennine definitely that the cement which 
enters the work is of the best quality. 

The American Society for Testing Materials has evolved 
a very careful set of test specifications to which all stand- 
ard cements must conform. (See Appendix.) These tests 
are much more elaborate than can be undertaken except 
in an especially equipped laboratory, and unless the person 
doing the testing has had considerable experience the 
results are likely to be extremely variable and to have 
little value. By means of certain {^proximate tests, it is 
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pos^ble to obtain a fair idea as to the quality of the 
cement, but on account of an inferior de^ee of accuracy, 
they should be regarded more as comparative tests than 
as exact ones and the interpretation of the results should 
be made very liberally. Material that is absolutely unfit 
to be used in responsible concrete work may always be 
discova:ed by the use of these tests. The tests which 
can be undertaken in this connection are those of fine- 
ness, time of setting, soundness, purity, and strength. 

Fineness 

The performance of this test is practically the same 
under any conditions whether it be made an approximate 
test or an exact one. The importance of the test is based 
upon the fact that the more finely a cement is ground the 
greater will be its cementing quality. In fact, it is quite 
generally conceded that it is only the extremely fine ce- 
ment dust that acts as a cement, while the coarser particles, 
though they may possess certain cementing qualities, act 
to a greater extent as a fine aggregate. 

The apparatus that is necessary for the performance 
of the test for fineness consists of scales, a fine sieve 8 inches 
in diameter, a bottom pan, and a cover. These are made 
so as to fit tightly together. The sieve that is used is the 
No. aoo, this number corresponding approximately to the 
number of meshes per lineal inch; a No. 200 sieve will 
have approximately 40,000 to the square inch. The wire 
forming the material from which the sieves are made should 
be very fine and uniform in cross section. The weaving 
should also be very carefully done so that the meshes will 
be uniform in size. Ordinarily, the space between the 
wires will be aj or 3 times the diameter of the wire. Care 
must be taken not to displace any of the wires in the screen, 
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for the unifoimity of the meshes is thereby destroyed ; the 
sieve must also be kept perfectly dry, and no damp ma- 
terials should be placed in it. 

The method of perfoiming the test is as follows : Seven 
ounces of conent are weighed out on a good fine scale. 
The cement is placed in the sieve and covered ; then it is 
shaken by a rapid lateral shifting movement of the sieve 
from one hand to the other for 12 or 15 minutes. The 
operation . may be accelerated somewhat by placii^ two 
or three small coins in the sieve. When the sifting is 
complete, the residue on the sieve is weighed. The stand- 
ard practice in cement specification limits the residue re- 
tained on the No. 300 sieve to 22 per cent of the total weight 
of the cement; consequently, in an approximate test, 
with 7 ounces of cement, if the w^ht of the residue on 
the No. 200 sieve is 1.5 ounces or less the cement may be 
considered as fulfilling the requirements for fineness. 

Time op Setting 
While the two actions of setting and hardening which 
have been previously discussed are more or less independent, 
there being no fixed relation between them, two stages 
in the setting can be readily recognized and used as a means 
of comparing certain physical quaUties of different kinds 
of cement. For certain kinds of work, a quick setting 
cement is needed ; for other kinds, the use of a slow setting 
cement is more desirable. From this standpoint it is 
readily seen that a method whereby such a comparison 
can be made with some degree of accuracy will undoubtedly 
possess certain value. In actual construction work, it is 
imperative, if the maximum strength of the cement is to 
be attained, that the set should not have begun before the 
concrete has been placed. Any disturbance of concrete 
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or mortar after setting has begun tends to break up the 
crystals already formed, thus redudi^ the strength and 
rendenng the concrete more susceptible to diunt^^ratiou. 
Certain chemical constituents of various cements affect 
their time of setting as do also age, fineness, and other 
exterior conditions which are very difficult to control. 

In making exact tests for the time of setting of cement, 
the use of either the Vicat or the Gillmore needles is gen- 
eral. The action of both of these needles is based upon 
the variable resistance which they will meet in penetrating 
cement in various stages of setting. They are rather diffi- 
cult of manipulation, however, and are not practical for 
the amateur workman. The approximate test subse- 
quently described will probably be more satisfactory and 
even more accurate for a person unaccustomed to cement 
testing than to make a test with such apparatus as the 
¥icat or Gillmore needles which are easily mishandled so 
as to give unreliable results. 

The first thing that must be learned in making a test 
for the time of setting is what is meant by normal consist- 
ency. It is well known that the amount of water used 
in mixii^ exerts some influence on the time of setting; 
consequently, it follows that the mixture must be made 
with some definite percentage of moisture so that the plas- 
ticity or the consistency of the paste may always be uni- 
form. The method of obtaining the normal consistency 
or the degree of plastidty which should be possessed by 
all cement pastes subjected to the time of setting test is 
as follows : A pound of cement is weighed out and mixed 
with approximately 3 J ounces of water; the cement is 
placed on a glass or marble plate, formed into a crater, and 
the water poured in the center. The water and cement 
are mixed with a trowel until the water is taken up, when 
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the whole mass is kneaded vigorously for a minute and a 
half. With this mixing, the cement should be nearly 
of such a consistency that a ball of the paste about 2 inches 
in diameter made by tolling in the hands will not, when 
dropped from a hei^t of 2 feet, fatten to more than one- 
half of its diameter, nor crack to any appreciable extent. 
If the consistency of the paste is too wet or too dry the 
process should be repeated, u^ng more or less water until 
the proper d^iee is obtained. 

When the normal consistency has been obtained the 
cement should be molded rapidly into small cakes about 
2J or 3 inches in diameter and J of an inch in depth ; a 
baking powder can cover makes an excellent mold. The 
surface should be carefully smoothed off. 

In concrete of standard specifications, the initial set 
should not develop in less than 45 minutes ; consequently, 
at the expiration of 45 minutes, the time being taken from 
the moment the water is added to the cement, the cake 
should be examined. If the surface appears and feels 
wet, and if a slight working of the cake will not crack it, 
the requirement is fulfilled ; however, if the surface appears 
dry and ashy and if cracks develop upon working, it is an 
indication that the initial set has occurred and the cement 
has not fulfilled the requirements. 

If the cement does pass the requirements for the initial 
set, the cake should be set away in a protected place and 
examined at the end of ro hours. Standard specifications 
require that the final set, or hard set, should have occurred 
within this time. If the paste has become sufficiently 
hard so that it resists a firm pressure of the thumb nail 
or a dull pencil point, it has met the required specifications. 
If it is not hard, however, but is still soft, the material 
has failed in hard set. It may be that the final set will 
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occur at a subsequent time and that if the cement be used 
it will work out successfully provided sufficient time is 
given for setting. This may be a factor, however, which 
will interfere seriously with the progress of construction 

WOTk. 

Soundness 

W. P. Taylor defines soundness of cement as "that prop- 
erty which resists any force fn'^'ng to cause disintegra- 
tion or lack of permanency in the structure." Since, if 
such disintegration occurs, it is usually accompanied by 
a change of volume, tests for soundness are sometimes 
termed tests for "constancy of volume." The test for 
soundness is unquestionably one of the most inqmrtant 
for although a sample may pass all other tests with ease, 
if it is imsound and will eventually disint^rate on the 
work, it is evidently worse than worthless for constructive 
purposes. 

There are various causes which result in unsoundness 
of cement. One of the most important of these is the 
presence of an excess of lime which may result from incor- 
rect proportioning, insufficient grinding, underbuming, 
or lack of seasoning. It is stated that an excess of mag- 
nesium or alkalies and the presence of certain sulphides 
are also reasons for disintegration. Soundness is affected 
by age; quite often a cement that when fresh will fail 
in the soimdness test, if given two or three weeks of age, 
will pass the test with ease. 

Tbe test for soundness is one that can be performed by 
any one under almost any conditions with an assurance 
that reasonably acciu^te results will be obtained. The 
procedure for the performance of these tests is practically 
the same the world over and is the same whether £in exact 
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detennination of the quality of the cement is being made 
or whether merely approximate tests are being undertaken. 
Little equipment is necessary and all that is necessary 
on the part of the operator is reasonable care. Though 
there have been devised certain rather complicated tests 
for the measurement of any change in volume under vari- 
ous conditions, those known as "normal" or "pat" tests 
are the most common and the simplest. These tests 
consist of making pats of cement on glass plates and 
subjecting them to various temperature and moisture 
conditions and scrutinizing them at frequent intervals 
to observe any of the phenomena that accompany un- 
soundness. 

A small quantity of cement is mixed with water to normal 
consistency as previously described. A portion of the 
paste is transferred to a glass plate about 4 inches square ; 
the paste is spread out on the glass and then flattened 
out by means of a small trowd until it forms a disk about 
3 inches in diameter, i inch thick at the middle, and taper- 
ing to a thin edge at the circumference. This shape can 
very readily be made by stroking the cement with the 
trowel from the outside toward the center, going around 
the circumference with consecutive strokes so as to keep 
the cement piled up in the center ; otherwise the tendency 
will be to flatten out the pat so the central thickness will 
not be suffidentiy great. 

TTiree such pats should be made and kept in moist air 
for a period of 24 hours to aflford an opportunity for even 
and regular setting of the cement. One pat is then kept in 
air at normal temperature but away from any undue influ- 
ence, such as the direct rays of the sim or drying winds. 
Another pat is kept in water maintained as near as possible 
at 70° F. The third pat is exposed in any convenient 
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way in an atmosphere of steam above boiling crater, in a 
loosely closed vessel, for a period of 5 hours. 

To pass the requirements for sotmdness satisfactorily, 
the pats shall remain firm and hard and show no signs of 
destruction, checking, cracking, or disintegrating. The 
pats in air and in water should be examined at intervals 
for at least 28 days. When the pats are examined it should 
be ascertained, (i) whether tbey have left the glass, (2) 
if they have left the ^ass, whether they are straight or 
curled, (3) whether any cracks have developed, (4) whether 
any blotches have speared, and (5) whether the glass 
itsdf is cracked. 

Tbe pat that has successfully withstood the tests will 
present an ^pearance not to any great degree widely 
different from when it was first made. Sometimes a fine 
crack or two may a[^>ear in the colter of the pat, but these 
are usually due to an inacctirate determination of normal 
consistency or lack of care in storing the pats the first 
24 hours after having been made ; consequently, they 
do not indicate dangerous qualities of the material. If 
circular cracks appear near the edge of the pat, it is an 
indication that the cement contains an undesirable pro- 
portion of expansive elements. If the edges of the pat 
have curled up from the glass, it may be taken as a differ- 
ent manifestation of the action of expan^ve elements. 
Sometimes the entire pat will separate from the glass plate. 
If the lower surface is perfectly straight it merely indicates 
that there is lack of adhesion and does not indicate any 
unsoundness. Even a slight convex ciu^rature of the bot- 
tom should not be a cause for suspicion unless it occurs 
toa marked degree. A concave curvature of the bottom 
rarely occurs in water but in air is often indicative of dan- 
gerous properties. Tlie presaice of blotches or discolora- 
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tions OD any of the pats is usually indicative of either under- 
bumit^ or adulteration. The degree of blotchii^ or dis- 
coloration shows the extent of the defect. The probability 
of disintegration of the cement is shown by the formatioii 
of radial cracks in the pats. These cracks may be only 
few in number and slight in extent, but as time goes on 
are extremely likely to multiply. Sometimes the entire 
surface of the pat will be covered with small checks and 
cracks, a certain indication that the cement is not fit for 
use. 

PUEITY 

It is questionable whether the test for purity is a practi- 
cal one under present conditions of maniifacturing cement. 
The purpose of the test for purity is to ascertain whether 
or not the cem^it contains any materials which will be 
detrimental to its phj^cal properties as a cement. Prac- 
tically all manufacturers of canent are equipped to manu- 
facture standard cements and in most instances it will 
be more expensive to adulterate the cement than to manu- 
facture the standard cement itself; consequently, it is 
seldom that modem cements do not come up to require- 
ments in regard to purity. A description of a simple 
method of performing a test for purity is appended here- 
with, merely for the sake of interest 

The materials needed for the test will consist of a dean 
glass bowl or tumbler, a glass stirrii^ rod, a small quantity 
of dilute hydrochloric add (i : i), and a small quantity of 
acetate of lead. A small quantity of cement, about as 
much as can be lifted on a ten cent piece, is placed in a 
glass vessel. About a teaspoonful of dilute hydrochloric 
add is slowly poured on the cement which is stirred at 
the same time. If the cement Js pure, it will effervesce 
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violentiy for a second or two and leave a residue of reddish 
yellow jelly. Upon the addition of an ounce or two of 
water this jelly will go into solution with the ezceptioD 
of a few flakes of silica. A further examination of the 
reddue can be made by adding more water. If a gritty 
residue remains, it will indicate the presence of cinders, 
sand, slag, or similar materials. As has been previously 
mentioned, it may be that these are not adulterants. The 
presence of slag may be detected by tlie odor of hydrogen 
sulphide on the addition of the add or by holding a strip 
of soft paper moistened in lead acetate over the vessel 
while the effervescence occurs; if slag is present, it wilt 
turn the paper black or blackish brown. 

Strength 

The determination of the strength of cements cannot 
be made by the inexperienced person with any degree of 
success or accuracy. There is room for so many faults in 
the conduct of the determination that the results are apt 
to be very far from true. The personality of the operator 
in the mixing, molding, and breaking of the specimens is 
likely to enter to a great extent. However, it is possible, 
even by the inexperienced operator, to get results that will 
have some value when used as a basis for comparison. 

Cement is tested in various ways, in compression, ten- 
sion, shearing, etc. The performance of a test for the 
tensile strength of cement requires the use of a tension 
machine which is usually not possessed by the amateur. 
It is also one of the most difficult tests to perform. The 
compressive test gives more uniform results ^ce concrete 
is high in compression. Machines for testing cement to 
destruction in compression are usually expensive and not 
available. Simple comparative tests of the strength 



by Google 



APPROXIMATE CEMENT TESTS 269 

of concrete caa be made with the use of a cross-breakit^ 
machine and the results translated into other terms by 
means of standards that have been otherwise established. 
The specimens for the test consist of rectangular prisms 
of which a desirable size is i" X 1" in cross section and 
6 or 12 inches long, preferably the latter. Better results 
are obtained when the cement is tested in a mortar than 
when it is made into a neat mixture. The sand that is 
used in making the mortar should be what is known as 
standard sand ; in regular practice, standard sand is an 
Ottawa silica sand which will pass through a sieve having 
20 meshes to the lineal inch, but is held on the sieve having 
30 meshes to the lineal inch. The standard mixture to 
be used is a i : 5 mixture of cement and sand of normal 
consistency. 

Any kind of mold that can be made so as to produce 
specimens exactly i inch in cross section can be utilized 
for the purpose. Some i-inch strips of iron mounted on 
end blocks of wood and laid on a flat glass plate can be 
made to serve admirably. The molds should be well 
oiled before use. The mortar which has been made up 
is placed in the molds and the latter by means of a trowel 
are filled and smoothed over so that the top surface of the 
mortar is flush with the top of the mold. At the expira- 
tion of 24 hours, the specimens are carefully removed 
from the mold and placed under a moist cloth or in any 
place where a moist atmosphere may be had and allowed 
to cute for a certain definite period. Tests are usually 
made at the end of 7 and 28 days, or 3 months and 6 months, 
etc. 

A simple testii^ machine can be made by mounting 
knife edges upon supports 10 inches apart. From the 
center of the specimen is suspended a vessel into which 
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small shot are gradually poured until the specimen breaks. 
The combined we^ht of the shot and the containing vessel 
will be the weight required to rupture the specimen. 

The results of transverse tests are customarily e^ressed 
by the formula 

in which w " center load, I the span in inches, b and h 
the width and depth respectively of the specimen. When 
the g>edmais tested are i inch square in cross section, the 
formula becomes Iwl. Eq>erience has shown that the 

results obtained from this formula are under average condi- 
tions about i^ times the tensile value; consequently, 
with a lo-inch span the center load will be just ^ of 
what we can reasonably expect the tensile strength to be 
as indicated in a test for tension. At least three speci- 
mens should be made up of each sample and the average 
taken of the three specimens. Any wide variation from 
an average result should be discarded as doubtful, being 
in all probability caused by s<mie inaccuracy in prepara- 
tion. It is stated by good authority that the results ob- 
tained by this simple method of testing will not be more 
than 5 or 6 per cent in error and it is doubtful whether 
any approximate tests will exhibit an equal d^ee of 
accuraQT. 
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AUTHORIZED PUBUCATION OF THE STANDARD 
SPECIFICATIONS AND TESTS FOR PORTLAND CEMENT » 

These spedfications are the result of several years' work of a 
special committee representing a United States Government De- 
partmental Committee, the Board of Direction of the American 
Society of Civil Engineers, and Committee C-i on Cement of the 
American Society for Testing Materials in cooperation with Com- 
mittee C-i. 

Serial DesignatKn: C g-ij 

The specifications and tests for this material are issued under the 
fixed designation C 9 ; the final number ihdicates the year of original 
issue, w in the case of levision, the year of last revision. 
Adopted, 1904; Revised, 1908, 1909, 1916 

, AMERICAN SOaETY FOR TESTING MATERIALS 
PHILADELPHIA, PA., U. S. A. 

AlmUTED WITS THE 

iMiEUunoiiAL A3S0CUTI0H ros Testikg Matekials 
SPEaFXCAHONS 

I. Portland cement is the product obtained by findy 
pulverizing clinker produced by caldnii^ to incipient fu- 
sion, an intimate and properly proportioned mixture of 
argillaceous and calcareous materials, with no additions 
subsequent to calcination excepting water and calcined 
or uncaldned gypsum. 

'These q>ed£cations and tests were adopted by letter ballot of the 
Sode^ on Sq>tember i, 1916, with the understanding that they wiH not 
become effective till Jannaiy i, 191 7. 
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I. CHEMICAL PROPERTIES 

2. The following limits shall not be exceeded : 

Loss on ignition, per c^it 4.00 

Insoluble residue, per cent 0.85 

Sulphuric anhydride (Soi), pei cent 3.00 

Magnesia (MgO), percent 5.00 

n. ^nfSICAL PROPERTIES 

3. The specific gravity of cement shall be not less than 
3.10 (3.07 for white Portland cement). Should the test of 
cement as received fall below this requirement a second test 
may be made upon an ignited sample. The specific gravity 
test will not be made unless specifically ordered. 

4. The residue on a standard No. 200 sieve shall not 
exceed 22 pet cent by weight. 

5. A pat of neat cement shall remain firm and hard, 
and show no signs of distortion, cracking, checking, or 
di^tegration in the steam test for soundness. 

6. The cement shall not develop initial set in less than 
45 minutes when the Vicat needle is used or 60 minutes 
when the Gillmore needle is used. Final set shall be 
attained within 10 hours. 

7. The average tensile strength in pounds per square 
inch of not less than three standard mortar briquettes 
(see Section 51), composed of one part cement and three 
parts standard sand, by we^ht, shall be equal to or higher 
than the followii^ : 
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I day in moist air, 6 days in water . . 
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S. The average tensile strength of standard mortar at 
28 days shall be higher than the strength at 7 days. 

m. PACKAGES, MARKING AND STORAGE 
9. The cement shall be delivered in smtable bags or 
barrels with the brand and name of the manufacturer plainly 
marked thereon, unless shipped in bulk. A bag shall con- 
tain 94 lb. net. A barrel shall contain 376 lb. net. 

10. The cement shall be stored in such a manner as to 
permit easy access for proper inspection and identification 
of each shipment, and In a smtable weather-tight build- 
ing which will protect the cement from dampness. 

IV. INSPECTION 

11. Every facility shall be provided the purchaser for 
careful sampling and inspection at either the mill or at the 
site of the work, as may be specified by the purchaser. 
At least 10 days from the time of sampling shall be allowed 
for the completion of the 7-day test, and at least $1 days 
shall be allowed for the completion of the 28-day test. 
The cement shall be tested in accordance with the methods 
hereinafter prescribed. The 28-day test shall be waived 
only when specifically so ordered. 

V. REJECTION 

12. The cement may be rejected if it fails to meet any 
of the requirements of these specifications. 

13. Cement shall not be rejected on account of failure 
to meet the fineness requirement if upon retest after drying 
at 100° C. for one hour it meets this requirement, f; 

14. Cement failing to meet the test for soimdness in 
steam may be accepted if it passes a retest u^i^ a new 
sample at any time within 28 days thereafter. 
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15. Packages varying more than 5 per cent from tbe 
specified wdght may be rejected; and if the average 
wdght of packages in any shipment, as shown by wdghing 
50 packages taken at random, is less than that ^>edfied, 
the entire shipment may be rejected. 

TESTS 
VI. SAMPLING 

16. Testa may be made on individual or composite sam- 
ples as may be ordered. Each test sample should weigh 
at least 8 lb. 

17. (a) Itidividaal Sample. — If sampled in cars one 
test san^le shall be taken from each 50 bbt or fraction 
thereof. If sampled in bins one sample shall be taken from 
each 100 bbl. 

(b) Composite Sample. — If sampled in cars one sample 
shall be taken from one sack in each 40 sacks (or 1 bbl. in 
each 10 bbl.) and combined to form one test sample. If 
sampled in bins or warehouses one test sample shall rep- 
resent not more than 200 bbl. 

18. Cement may be sampled at the mill by any of the 
following methods that may be practicable, as ordered : 

(a) From the Conveyor Delivering to the Bin. — At least 
8 lb. of cement shall be taken from approximately each 
100 bbl. passing over the conveyor. 

(6) From FUled Bins by Means of Proper Sampling 
Tubes. — Tubes inserted vertically may be used for sam- 
pling cement to a maximum depth of 10 ft. Tubes inserted 
horizontally may be used where the construction of the 
bin permits. Samples shall be taken from points well 
distributed over the face of the bin. 

(c) From Filled Bins at Points of Discharge. — Sufficient 
lament shall be drawn from the discharge openings to 
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' obtain samples representative of the cement contained 
in the bin, as determined by the appearance at the dis- 
charge openings of indicators placed on the surface of the 
cement directly above these openii^ before drawing of 
the cement is started. 

19. Samples preferably shall be shipped and stored in 
ur-tight containers. Samples shall be passed through a 
sieve having 20 meshes per linear inch in order to thor- 
oughly mix the sample, break up lumps, and remove fordgn 
materials. 

Vn. CHEMICAL ANALYSIS 

Loss ON Ignitidn 

30. One gram of cement shall be heated in a weighed 
covered' platinum crucible, of 20 to 25 cc. capacity, as 
follows, using either method (a) or (b) as ordered : 

(a) The crudble shall be placed in a hole in an asbestos 
board, clamped horizontally so that about three-fifths of the 
crucible projects below, and blasted at a full red heat for 15 
minutes with an inclined flame ; the loss in weight shall be 
checked by a secorid blasting for 5 minutes. Care shall be 
taken to wipe ofi particles of asbestos that may adhere to 
the crudble when withdrawn from the hole in the board. 
Greater neatness and shortening of the time of heating are 
secured by making a hole to fit the crucible in a circular 
disk of sheet platinum and pladng this disk over a some- 
what larger hole in an asbestos board. 

(ft) The crucible shall be placed in a muffle at any tem- 
perature between 900 and 1000" C. for 15 minutes and 
the loss in wdght shall be checked by a second heating 
for 5 minutes. 

21. A permissible variation of 0.25 will be allowed, and 
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all results in excess of the specified limit but within this 
permissible variation shall be reported as 4 per cent. 

Insoluble Residue 

23. To a i-g. sample of cement shfdl be added 10 cc. of 
water and 5 cc of concentrated hydrochloric add; the 
liquid shall be warmed until effervescence ceases. The 
solution shall be diluted to 50 cc. and digested on a steam 
bath or hot plate until it is evident that decomposition of 
the cement ts complete. The re^due shall be filtered, 
washed with cold water, and the filter paper and contents 
digested in about 30 cc. of a 5 per cent solution of sodium 
carbonate, tlie liquid bdng held at a temperature just 
short of boiling for 15 minutes. The remaining readue 
shall be filtered, washed with cold water, tlien with a few 
drops of hot hydrochloric add, i : 9, and finally with hot 
water, and then ignited at a red heat and weighed as the 
insoluble residue. 

33. A permissible variation of 0.15 will be allowed, and 
all results in excess of the E^dfied limit but within this 
permissible variation shall be reported as 0.85 per cent. 

Sulphuric Anhydside 

24, One gram of the cement ^lall be dissolved in 5 cc. 
of concentrated hydrochloric add diluted with 5 cc. of 
water, with gentle warming; when solution is complete 
40 cc. of water shall be added, the solution filtered, and 
the residue washed thoroughly with water. The solution 
shall be diluted to 250 cc., heated to boiling, and 10 cc. of a 
hot 10 per cent solution of barium chloride shall be added 
slowly, drop by 6iop, from a pipette and the boiling con- 
tinued until the predpitate is well formed. The solution 



by Google 



APPENDIX 277 

shall be digested on the steam bath until the predpitate 
has settled. The predpitate shall be filtered, washed, and 
the paper and contents placed in a weighed platinum 
cnidble and the paper slowly charred and consumed 
without flaming. The barium sulphate shall then be ig- 
nited and weighed. The weight obtained multiplied by 
34.3 g^ves the percentage of sulphuric anhydride. The add 
filtrate obtained in the determination of the insoluble 
residue may be used for the estimation of sulphuric anhy- 
dride instead of using a separate sample. 

25. A permissible variation of o.io will be allowed, and 
all results in excess of the specified limit but within this 
permissible variation shall be reported as 2.00 per cent 

Magnesia 

26. To 0.5 g. of the cement in an evaporating dish shall 
be added 10 cc. of water to prevent lumping and then ro 
cc. of concentrated hydrodiloric add. The liquid shall 
be gently heated and agitated until attack is complete. 
The solution shall then be evaporated to complete dryness 
on a steam or water bath. To hasten dehydration the 
residue may be heated to 150 or even 200° C. for one-half 
to one hour. The residue shall be treated with 10 cc. of 
concentrated hydrochloric add diluted with an equal 
amount of water. The dish shall be covered and the so- 
lution d^ted for ten minutes on a steam bath or water 
bath. Ilie diluted solution shall be filtered and the sep- 
arated silica washed thoroughly with water.' Five cubic 
centimeters of concentrated hydrochloric add and suffident 
bromine water to predpitate any manganese which may be 
present, shall be added to the filtrate (about 250 cc). This 

ution of silica, a 
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hTiilII be made alkaline with ammonium hydroxide, boiled 
until there is but a faint odor of ammonia, and the precipi- 
tated iron and aluminum hydroxides, after settling, shall 
be washed with hot water, once by decantatioa and slightly 
on the filter. Setting aside the filtrate, the precipitate 
shall be transferred by a jet of hot water to the precipitating 
vessel and dissolved in lo cc. of hot hydrochloric add. 
The paper shall be extracted with acid, the solution and 
washings bdng added to the vaain. solution. Hie aluminum 
and iron shall then be repreciiHtated at bcoling heat by 
ammonium hydroxide and bromine water in a volume of 
about loo cc, and the second precipitate shall be collected 
and wdshed on the filter used in the first instance if this is 
still intact. To the combined filtrates from the hydrox- 
ides of iron and aluminum, reduced in volume if need be, 
I cc. of ammonium hydroxide diall be added, the solution 
brought to boiling, 35 cc. of a saturated solution of boiling 
ammonium oxalate added, and the boiling continued until 
the precipitated calcium oxalate has assumed a well-defined 
granular form. The precipitate after one hour shall be 
filtered and washed, then with the filter shall be placed 
wet in a platinum crucible, and the paper burned oS over 
a small flame of a Bunsen burner ; after ignition it shall 
be redissolved in hydrochloric add and the solution diluted 
to 100 cc. AmmoDia shall be added in slight excess, and 
the liquid boiled. The lime shall then be repredpitated by 
ammonium oxalate, allowed to stand until settled, filtered, 
and washed. The combined filtrates from the caldum 
predpitates shall be acidified with hydrochloric add, con- 
centrated on the steam bath to about 150 cc., and made 
slightly alkaline with ammonium hydroxide, boiled and 
filtered (to remove a Uttle aluminum and iron and perhaps 
caldum). When cool, 10 cc. of saturated solution of 
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sodium-anunonium-hydiogea i^osphate shall be added 
with constant stirring. . When the crystalline ammonimn- 
magnesium orthophosphate has fonned, ammonia shall 
be added in moderate excess. The solution shall be set 
aside for several hours in a cool place, filtered, and washed 
with water containing 2.5 per cent of NHj. The precipitate 
shall be dissolved in a small quantity of hot hydrochloric 
acid, the solution diluted to about 100 cc., i cc. of a satu- 
rated solution of sodium-ammonium-hydrogen phosphate 
added, and ammonia drop by drop, with constant stirring, 
until the precipitate is again formed as described and the 
ammonia is in moderate excess. The precipitate shall 
then be allowed to stand about two hours, filtered, and 
washed as before. The paper and contents shall be placed 
in a weighed platinum crucible, the paper slowly charred, 
and the resulting carbon carefully burned oflE. The pre- 
cipitate shall then be ignited to constant weight over a 
Meker burner, or a blast not strong enough to soften or melt 
the pyrophosphate. The we^ht of magnesium pyrophos- 
phate obtained multiplied by 72.5 gives the percentage of 
magnesia. The precipitate so obtained always contains 
some calcium and usually small quantities of iron, alumi* 
nmn, and manganese as phosphates. 

27. A pennissible variation of 0.4 will be allowed, and all 
results in excess of the specified limit but within this per- 
missible variation shall be reported as 5.00 per cent. 

Vra. DETERMINATION OF SPECIFIC GRAVITY 

28. The determination of specific gravity shall be made 
with a standardized Le Chatelier apparatus which con- 
forms to the requirements illustrated in Fig. i. This 
apparatus is standardized by the United States Bureau 
of Standards. Kerosene free from water, or benzine not 
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lighter than 62° Baum£, shall 
: — be used in makii^ this de- 
termination. 

39. The flask shall be Med 
with either of these liquids to 
a point on the stem between 
zero and one cubic centimeter, 
and 64 g. of cement, of the 
same temperature as the 
Uquid, shall be slowly intro- 
duced, taking care that the 
cement does not adhere to 
the inside of the flask above 
the liquid and to free the 
cement from air by rolling 
the flask in an inclined posi- 
tion. After all the cement is 
introduced, the level of the 
liquid will rise to some divi- 
> sion of the graduated neck; 
-, ,„ ^ the difference between read- 

no. ..-UCh.tdi„App.»o.s. i^ "^ *f l*^ *?'«:«' 
by 64 g. of the cement. 

The specific gravity shall then be obtained from the 

formula 

Sp«fe gravity - ^yy;'""""/"' 
Displaced volume (cc.) 

30. The flask, during the operation, shall be kq)t im- 
mersed in water, in order to avoid variations in the tem- 
perature of the liquid in the flask, which shall not exceed 
o°.s C. The results of repeated tests should agree within 
0.01. 

31. The determination of specific gravity shall be made 
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on the cement as received ; if it falls below 3.10, a second 
determination shall be made after igpiTing the sample as 
described in Section 20. 

K. DETERMmATION OF HNENESS 

33. Wire doth for standard sieves for cement shall be 
woven (not twilled) from brass, bronze, or other suitable 
wire, and mounted without distortion on frames not less 
than li in. below the top of the frame. The sieve frames 
shall be circular, approximately 8 in. in diameter, and may 
be provided with a pan and cover. 

33. A standard No. 200 sieve is one having nominally a 
0.0039-in. opening and 200 wires per inch standardized by 
the U. S. Bureau of Standards, and conforming to the follow- 
ing requirements : 

The No. 200 sieve should have 200 wires per inch, and the 
nmnber of wires in any whole inch shall not be outside the 
limits of 192 to 208. No opening between adjacent parallel 
wires shall be more than 0.0050 in. in width. The diameter 
of the wire should be 0.0021 in. and the average diameter 
shall not be outside the limits 0.0019 to 0.0023 ^- The 
value of the sieve as determined by sieving tests made in 
conformity with the standard specification for these tests 
on a standardized cement which gives a residue of 25 to 20 
per cent on the No. 200 sieve, or on other similarly graded 
material, shall not show a variation of more than 1.5 per 
cent above or below the standards maintained at the Bureau 
of Standards. 

34. Tlie test shall be made with 50 g. of cement. The 
sieve shall be thoroughly clean and dry. The cement shall 
be placed on the No. 200 sieve, with pan and cover attached, 
if desired, and shall be held in one hand in a slightly inclined 
position so that the sample will be well distributed over the 
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sieve, at the same time gratly striking the ^e about 150 
times per minute against the palm of the other hand on the 
iip stroke. The sieve shall be turned every 25 strokes about 
one-sixth of a revolution in the same direction. The operation 
shall continue until not more than 0.05 g. passes through 
in one minute of continuous sieving. The fineness shall be 
determined from the wdgbt of the residue on the sieve ex- 
pressed as a percental of the weight of the original sample. 

35. Mechanical sieving devices may be used, but the ce- 
ment sh^ not be rejected if it meets the fineness require- 
ment when tested by the hand method described in Section34. 

36. A permissible variation of i will be allowed, and all 
results in excess of the specified limit but within this per- 
missible variation shall be rqx>rted as 23 per cent. 

X. MIXING CEMENT PASTES AND MORTARS 

37. The quantity of dry material to be mixed at one time 
shall not exceed 1000 g. nor be less than 500 g. The propor- 
tions of cement or cement and sand shall be stated by weight 
in grams of the dry materials ; the quantity of water shall 
be expressed in cubic centimeters (i cc. of water = i g.). 
The dry materials shall be weighed, placed upon a non- 
absorbent surface, thoroughly mixed dry if sand is used, and 
a crater formed in the center, into which the proper per- 
centage of clean water shall be poured ; the material on the 
outer edge shall be turned into the crater by the aid of a 
trowel. After an interval of J minute for the absorption 
of the water the operation shall be completed by continuous, 
vigorous mixing, squeering, and kneading with the hands for 
at least one minute.^ During the operation of mixing, the 
hands should be protected by rubber gloves. 

' In order to secure umformity in the results of tests for the time of setting 
sad ten^e strength the manner of mixing above described should be cue- 
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38. Tlie temperature of the room and the mixing water 
shall be maintained as nearly as pracUcable at 21° C. (70° 

F.). 

XI. NORMAL CONSISTENCY 

39. The Vicat apparatus consists of a frame A (Fig. 2) 
bearing a movable rod B, weighing 300 g., one end C being 
I on. in diameter for a distance of 6 cm., the other having a 



Fio. 1. — VicU J^^>antus. 
fully followed. At least one minute is necessary to obtain tlie denred 
[dutidty whidi is not appreciably aSected by continuing the mixing for 
wveral minutes. The exact time necessary is dependent upon the personal 
equation of the operator. The error in "'-""g should be on the side of over- 
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removable needle D, i mm. in diameter, 6 cm. long. The 
rod is reversible, and can be held in any desired position by a 
screw E, and has midway between the ends a mark P which 
moves under a scale (graduated to millimeters) attached to 
the frame A. The paste is held in a conical, hard-rubber 
ring G, 7 cm. in diameter at the base, 4 cm. high, resting on a 
glass plate H about 10 cm. square. 

40. In making the determination, 500 g. of cement, with 
a measured quantity of water, shall be kneaded into a paste, 
as described in Section 37, and quickly formed into a ball 
with the hands, completing the operation by tossing it six 
times from one hand to the other, maintained about 6 in. 
f^art ; the ball resting in the palm of one hand shall be 
pressed into the larger end of the rubber ring held in the 
other hand, omipletely filling the ring with paste ; the excess 
at the larger end shall then be removed by a single move- 
ment of the palm of the hand ; the ring shall then be placed 
on its lai^er end on a glass plate and the excess paste at 
the smaller end sliced off at the top of the ring by a single 
oblique stroke of a trowel held at a slight angle with the top 
of the ring. During these operations care shall be taken 
not to compress the paste. The paste confined in the ring, 
resting on the plate, shall be placed under the rod, the larger 
end of which shall be brought in contact with the surface 
of the paste ; the scale shall be then read, and the rod 
quickly released. The paste shall be of normal consistency 
when the rod settles to a point 10 mm. below the original 
surface in i minute after being released The apparatus 
shall be free from all vibrations during the test. Trial 
pastes shall be made with varying percentages of water 
imtil the normal consistency is obtained. ■ The amount of 
water required shall be expressed in percentage by weight 
of the dry cement. 
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41. The consistency of standard mortar shall depend on 
the amount of water required to produce a paste of normal 
consistency from the same sample of cement. Having de- 
termined the normal consistency of the sample, the consist- 
ent^ of standard mortar made from the same sample shall 
be as indicated in Table I, the values being in percentage 
of the combined dry weights of the cement and standard 
sand. 

Tasle I. — Percentage of Water xok Standard Mortaks 
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Xn. DETERMINATION OF SOUNDNESS' 
42. A steam apparatus, which can be maintained at a 
temperature between 98 and 100° C, or one similar to that 
shown in Fig. 3, is recommended. The capacity of this 
apparatus may be increased by using a rack for holding 
the pats in a vertical or inclined position. 

' Unsoimdness is usually manifested by ch&nge in vtdume which causes 
distoitioo, cracking, checking, or diaintegiation. 

Pftts improperly made 01 exposed to drying may develop what are known 
as shrinkage cracks within the first 34 hours and ore not an indication of 
unsoundness. These conditions are illustrated in Fig. 4. 

Tlie failure of the pats to remain on the glass or the cracking of the glass 
to whidi the pats ale attached does not necessarily indicate unsoundness. 
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43. A pat from cement paste of nonnal consistency about 
3 in. in diameter, i in. thick at the center, and taperii^ to a 
thin edge, shall be made on clean glass plates about 4 in. 
square, and stored in moist air for 24 hours. In molding 
the pat, the cement paste shall first be flattened on the 
glass and the pat then formed by drawing the trowel from 
the outer edge toward the center. 

44. The pat shall then be placed in an atmosphere of 
steam at a temperature between 98 and 100° C. upon a suit- 
able support I in. above boiling water for 5 hours. 

45. Should the pat leave the plate, distortion may be 
detected best with a straight edge applied to the surface 
which was in contact with the plate. 

XnL DETERMINATION OF TIME OF SETTING 

46. The following are alternate methods either of which 
may be used as ordered : 

47. The time of setting shall be determined with the Vicat 
apparatus described in Section 39. (See Fig. 2.) 

48. A paste of normal consistency shall be molded in the 
hard-rubber ring G as described in Section 40, and placed 
under the rod B, the smaller end of which shall then be 
carefuUy brought in contact with the surface of the paste, 
and the rod quickly released. Hie initial set shall be said 
to have occurred when the needle ceases to pass a point 5 
mm. above the glass plate in i minute after being released ; 
and the final set, when the needle does not sink visibly into 
the paste. The test pieces shall be kept in moist air during 
the test. Tliis may be accomplished by placing them on a 
rack over water contained in a pan and covered by a damp 
cloth, kept from contact with them by means of a wire 
screen; or they may be stored in a moist closet. Care shall 
be taken to ke^ the needle clean, as the collection of cement 
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oQ the sides of the needle retards the penetration, while 
cement on the point may increase the penetration. Tlie 
time of setting is affected not only by the percenta^ and 
tenq>erature of the water used and the amount of kneading 



3 



:(a) Pat with Top Surface Flattened for Detentdning 
Time of Setting by GiUtnore' Method. 




(() GiUiiXHe Needles. 
Fio. s. 
the paste receives, but by the temperature and humidity of 
the air, and its determination is therefore only approximate. 
49- The time of setting shall be determined by the Gill- 
more needles. The Gillmore needles should preferably be 
mounted as shown in Fig. s (6). 
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50. Hie time of settJt^ shall be detennined as follows : 
A pat of neat cement paste about 3 in. in diameter and i in. 
in thickness with a flat top (Fig. 5 (o)), mixed to a normal 
consistency, shall be kept in moist air at a temperature 
maintained as nearly as practicable at 21° C. (70° F.). The 
cement shall be considered to have acqviired its initial set 
when the pat will bear, without appreciable indentation, the 
Gillmore needle -^ in. in diameter, loaded to weigh ^ lb. 
The final set has been acquired when the pat will bear 
without appreciable indentation, the (Hllmore needle i|V in- 
in diameter, loaded to weigh i lb. In making the test, 
the needles shall be held in a vertical position, and applied 
l^tly to the surface of the pat. 

xrv. TENSION TESTS 

51. The form of test piece shown in Kg. 6 shall be used. 
The molds ^all be made of non-corroding metal and have 
sufficient material in the sides to 
prevent spreading during mold- 
ing. Gang molds when used 
shall be of the type shown in 
Fig. 7. Molds shall be w^ied 
with an oily cloth before using. 

52. The sand to be used 
shall be natural sand from 
Ottawa, 111., screened to pass a 
No. 20 sieve and retained on a 
No. 30 sieve. This sand may 
be obtained from the Ottawa 
SiHca Co., at a cost of two ftc 6.-DeuiUfor Briquettt. 
(%nts per pound, f. 0. b. cars, Ottawa, HI. 

53. This sand having passed the No. 20 sieve, shall be 
considered standard when not more than 5 g. pass the No. 
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30 deve afto" one minute continuous sieving of a 500-5. 
sample. 

54. Tlie sieves shall conform to the following specifica- 
tions: 

The No. 30 sieve shall have between 19.5 and 30.5 
wires per whde inch of the warp wires and between 19 
and 31 wires per whole inch of the shoot 
wires. The diameter of the wire should 
be 0.0165 i°- ^^ ^ average diameter 
shall not be outside the limits of o.ot6o 
and 0.0170 iiL 

The No. 30 deve shall have between 
29.5 and 30.5 wires per whole inch of the 
waip wires and between 28.5 and 31.5 wires 
per whole inch of the shoot wires. The 
diameter of the wire should be 0.01 10 in. 
and the average diameter shall not be out- 
side the limits 0.0105 to 0.0115 in. 

55. Immediately after mixing, the stand- 
ard mortar shall be placed in the molds, 
pressed in firmly with the thumbs and 
smoothed off with a trowel without ram- 
ming. Additional mortar shall be heaped 
above the mold and smoothed off with a 
trowel ; the trowel shall be drawn over the 
mold in such a manner as to exert a 
Mold. moderate pressure on the material. The 

mold shall then be turned over and the 
<^>eration of heaping, thumbing, and smoothing off repeated. 
56. Tests shall be made with any standard machine. 
The briquettes shall be tested as soon as they are removed 
from the water. The bearing surfaces of the clips and bri- 
quettes shall be free from grains of sand or dirt. The bri- 
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quettes shall be carefully centered and the load applied 
continuously at the rate of 600 lb. per minute. 

57. Testing machines should be frequently calibrated in 
ordet to determine their accuracy. 

58. Briquettes that are manifestly faulty, or which give 
strengths differii^ more than 1 5 per cent from the average 
value of all test pieces made from the same sample and 
broken at the same period, shaU not be considered in deter- 
mi'ning the tensile strength. 

XV. STORAGE OF TEST PIECES 

59. The moist closet may consist of a soapstone, slate, or 
concrete box, or a wooden box lined with metal. If a 
wooden box is used, the interior should be covered with felt 
or broad wicking kept wet. The bottom of the moist closet 
lUiould be covered with water. The interior of the closet 
should be provided with non-absorbent shelves on which to 
place the test pieces, the shelves being so arranged that they 
may be withdrawn readily. 

60. Unless otherwise specified all test pieces, immedi- 
ately after moldii^, shall be placed in the moist closet for 
from 20 to 24 hours. 

61. The briquettes shall be kept in molds on glass plates 
in the moist closet for at least 20 hours. After 24 hours in 
moist air the briquettes shall be immersed in clean water in 
storage tanks of non-corroding material. 

62. The air and water shall be maintained as nearly as 
practicable at a temperature of 31° C- (70" F.). 
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FARM STRUCTURES 

By K. J. T. EKBLAW, M.S. 

Associate Id Agriculture Engineeriag, UDiversi^ of lUlaols ; Associate 
Memb^ of American Society of AgriculturHl EngiDcers 

Illustrated, cloth, crown Svo, $47 Pages, $1.7$ 

In the preparatiott of this book it has been purposed to provide a 
treatise concerning farm atructuret which will appeal not only to the 
teacher who desires to present the subject to his students in a straightlbr- 
ward and practical way, but to the progressive farmer who recognizes the 
advantages of good farm buildings. The popular literature on this subject 
consists mainl]' of compilations of plans accompanied by criticisms of more 
or lest value, or of discussions of farmsteads too expensive or impractical 
to be applied to present ordinary conditions. The elimination of these 
faults has been among the objects of the author in the writing of this text. 

The development of the subject is manifestly the most logical, begin- 
ning with a description of building materials, followed by a discussion of 
the basic methods employed in simple building construction, then present- 
ing typical plans of various farm buildings in which the principles of con- 
structioD and arrangement have been applied. Descriptions of the more 
essential requirements in the way of equipment and farm-life conveniences 
are appended. The illustrations have been prepared with the object of 
making them truly illustrative and of aid in the understanding of the (ab- 
ject matter which they accompany. Comparatively few building plans are 
included, since most building problems possess so many local requirements 
that a general solution is impossible ; however, the plans presented are 
Epical, and are so suggestive in presenting fundamental principles that a 
study of them will aid in the solution of any particular individual problem. 

It is not intended that the study of this text will produce an architect; 
but it is hoped that it will provide the student with a sufhcient knowledge 
of building operations to enable him, with some knowledge of carpentry, 
to erect hi> own minor structures and to differentiate between good and 
bad construction in larger ones. 
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The Standard Cyclopedia of Horticulture 

EorTED BY L. H. BAILEY 

WTTH THE ASStSTANCB OF OVER 300 COLLABORATORS 

New edition, endrdr l en iluen and enlarged, wlfli man; new featmes; with 

■4 plate* In c^ot, 96 fblt^age half tones, and over 4/jdo text illmtia- 

tioni. CompleU in six mlmnes. Sold only in Mil. 



Leathtr, $6om> 



" The Standard Cjclopedk tA HortiaJtorc," pronounced by ex- 
perts to be an absolute necessity for every horticulturist and of 
tremendoiu value to every type of gardener, professional and ama- 
teur, is completed. "An indispensable woik of reference to every 
one Interested in the land and its products, whether commercially or 
professionally, as a student or an amateur," is the Boston Transcripfi 
characterization of it, while HortkMUwt adds that " it is very live 
literature for any one engaged in any dqwrtment tA the horticultural 
field." 

"This really monumental perftmnance win take rank as a stand- 
ard in its class. lUuatrations and text are admiraUe. . . . Our 
own conviction is that while the future may bring forth anqilificd 
editions of the work, it will [Htibably never be aupoveded. Recog- 
nizing its importance, the publishers have given it bultlesa form. 
The typography (eaves nothing to be desired, the paper is calcu- 
lated to stand wear and tear, and the work is at once handsomely 
and attractively bound." — New York Dmfy Tribmu. 
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Rural Hygiene 

Br H. N. OGDEN 



Cloth, ismo, iiiuslrated, 434 Paget, $1.50 



Tie subject of Rural Hygiene is one that is recdving in- 
creasing attention of late years. Professor (^den has aimed 
to incorporate in this volume all the results of recent research 
to which he has added the fruits of his own study and investi- 
gation. The book will be welcomed as the best text-book in its 
field, as well as by the general reader. 

"It is in no sense a medical work, rather it contains infor- 
mation wliich, if carried out, would do much to eliminate the 
need of medicine." — The Craftsman, 

"Professor Ogdoi has treated his subject in a broad and 
con^rehensive manner, including sanitary buildings, water 
supply, sewage disposal, pure and wholesome foods, infectious 
diseases, and healthful persooal living. It is beyond question 
the most valuable country-life book of the year." — The Inde- 
pendent. 

" This is one of the best books on the hygiene of the farm 
and family I have ever seen. ... It fills a place in the farmer's 
library that no other book will," — The Progressive Parmer. 

"It is a valuable and timely book, thoroughly practical, and 
covering the whole subject most exhaustively." — The Chicago 
Tribune. 
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Irrigation and Drainage: Principles and 
Practice of Their Cultural P^^ases 

By F. H. king 

Fifth reprint, doth, izmo, 
SOS pages, ill., $i.6o 

Tliis book deals in a clear and helpful way with 
immediate practical problems, from the farmer's, fruit 
grower's and gardener's standpoint and explains the 
jmndples underlying the methods of culture by irri- 
gation and drainage, and their importance in securing 
results. 



The Soil: Its Nature, Relations, and 
Fundamental Principles of Management 

By F. H. king 

i3tk reprint, doth, ismo, 
303 PH'^, $150 

A luminous and practical discussion of the soil and 
its various attributes. The importance of a work like 
this cannot easily .be overestimated. 
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